lomgkong Telegraph” 


for The South China Morning Post, Lid, 
1 & 3,. Wyndham Street, Hongkong. 


BATHROOM EQUIPMENT | 


IN KtEPING WITH 


MODERN 


DEVELOPMENTS AND SLYLES 


C.E. WARREN & CO:, LTD.. 


China Building. 


HUMAN CORK IN 


MACAO 
OPIUM SCHEME. 


- DROPPED FROM 


-ophuim. smugglers wis 


* SUI SANG. 


SHARK.INFESTED 
“WATERS. 


The of — Macuo 
demon- 
strated in somewhat remarkable 
fashion on the last trip te 
Singapore trom Hongkong of the 
Jardine s,s. Sui Sang, 

Only the accident of castial ine 
terest dm the vessel by on Tgeht- 
housekeeper ont Hersbury, some 
thirty miles aut, caused Che plan 
to fail, The beoper was looking 
around through hia xlassea when 
he noticed: men on the Sui Same 


ingrenuity 


lowering: sacks inte the sea, 


ation that defendant was 


Immediately afterwards, at 
Chinese jumped into the shark. 
infested waters, while the Sui 
Sang passed on its way to 
Singapore. 


A hoa was scoured and cowed 
out to where the man was floating. 
He was found to bave cork floats 
to keep him up, and attiehed to him 
were five sucks, ‘containing a lager 
(quantity of Red Lion brand of 
opium, 

The smugyler was charged be- 
fore Mr. G.C.Dodd) the Criminal 
District Judge, when Mr, Gordon, 
head of the Singayore Preventive 
Service, congratulated accused on 
his bravery, 

The Judge came to the conelit- 
only oa 
catspaw, tut sentenced hin to a 
fine of $2,000 or one yen’ riyorens 
imprisonment in tefl. 


AIR RAIDS. IN 
MANCHURIA.. 


“CHINESE REPORT 
RESUMPTION. 


Peking, Dec. 9. 
The Japanese have resum- 
ed air bombing raids in 
Manchuria, according to 
Marshal Chang Hsuch-liang’s 
headquarters. 


now 

It was stated at the hendquar- 
ters to-day that cight Japanese 
aeroplanes this morning dropped 
twenty-one bombs on Chungchia- 
tun, a village to the south-east of 
‘Tawa. : 

They then proceeded to Tawa 
und dropped seven further bombs, 
also machine-zunning the place. 

These distrieta are situnted 
along the ratlway from Knopangtze 
to Newchwang, . 


Chinchow Observation. 


It is further reported that firkt 
two and then three Japanese aero- 
planes circled over Chinchow to- 
day, just clearing the house-tops, 
but they dropped no-hombs there. 
-~Reuter. 


MUNITION TRAIN 
DISASTER. 


EXPLOSION HAVOC. 
AT TSINANFU. 


Shanghai, Dee. 10. 


Tsinanfu, ‘capital of Shantung, 
as ghaken and hundreds of 


Tel. 


indow panes were shattered by 
m terrific explosion of ammunition 
stored on a specint train’ at 
‘sinanfu railway station, yester- 
jay morning, - 


Five soldiers and = railway 

ards. ‘were killed ond eight 
eight others wounded, The on- 
Ire train was wrecked while the 
tation was badly damaged. 

A passenger. train, dtanding 
blose. by, escaped tvithout serious 
Jamage. Tho ammunition belong- 
Ad to the division under Koo Linng- 
nin,, ‘stationed at Tasinanfu, an 
was about to be sont to Yenchow 
Rlona the’ Tientain-Pukow ~ Rail} 
f Y-Rensha; 
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WHOLE WORLD IN DISI 


‘Prime Minister’s Powerful Plea fovy 


| 


The crack Italian liner, #0, Conte Rosso, which is being placed on the Far Eset run and! will on- 
able paseage from Hongkong to London in 22 days; in less time if travellers disembark at’ Brindiss 


TEXT OF THE LEAGUE 


and make‘thoir own arrangements. Sho does 


' 


~ RESOLUTION. 


COMMISSION 


OF FIVE TO 


BE APPOINTED. | 


_ 


TERMS OF REFERENCE. 


The League Council’s revised 
Manchurian crisis calls upon the Chinese and Japanese 
Governments to take all steps necessary to ensure execu- 
tion of the September resolution, and appoints a Com- 
mission of five, with the addition of a Chinese-and a 
Japanese Assessor, to inquire into the problems on the 


A vote will be taken 
Paris. Dee. 9. 

Right -up to the. Jnst 
there appeared to be some doubt 
whether ao public meeting of the 
Council would be held this after-, 
noon, but after the principal mem. 
bera, with the Chinese antl, 
Japanese representatives absent, 
had met at noon, It was decide! 
tu proceed as arranged,, 

The following is the text of; 
the draft resolution which was: 
read to the Council this afternoon 
by M. Briand. 

“The Council of the League 


spot, 


(1) reaffirms the resolution pass- 
ed unnnimously by it on September 
30, 1931, whereby the two parties 
declare that they are solemnly 
bound-by it, and therefore calls 
upon the Chinese and Jopaneac 
Government to take all the steps 
necessary to assure its execution 80 
that the withdrawal of the Jnpancse 
troops to within the Railway Zone 
may be: cffceted as speedily ax 
possible; 


(2) considering that events have 
assumed an even more serious 
aspect since the Council meeting 
of October 24, notes that the two 
parties undertake to adopt all 
measures necessary to avoid any 
further aggravation of the sltua- 
tion; 


Keeping in Touch, 


(3) Invites the two partica to 
continue to keep the Council In- 
formed regarding developments 
in the situation; 

(4) invites other members of 
the Council to furnish the Council 
with’ any information . received 
from their representatives on the 
spot; 


Commission of ie 
ee ele} 

(6) without projudice to the 
carrying out of tho above-men- 
tioned mensures and desiring, in 
view of the special circumstances 
of the case, to contribute towards 
a final and fundamental solution 
by the two Governments of the 
questions at Issue betwoen ‘them, 
the Council decides’ to appoint a 
Commission of five membors, to 
are d on tho spot and roport to 
the Council on any circumstances 
which affoct .international rola- 
tions and. threaten to destroy 
peace between China and Japan 
or the good undorstanding " bo- 
tween~ them -upon -which~ -poace 
depends, ~ o83 a 


London, Dee. 9. 
resolution on the 


on the Resolution to-morrow. 

The Chinese — and 
w " the 
right” io nominate one Assessor to! 
the Commission, The two 
Governments will afford the Com-| 
mission all facilities to obtain on! 
the spot whatever information it! 
nny require. It is understood that! 
should the (wo parties: initinte any 
negotiations, these would not fail: 
within the scope of the terms of 
reference of the Commission, nor 
would it be within the Commission's 
competence to interfere with the) 
mililary arrangements of — cither 
party, 


asnbat 


The appointment and delibera- 
tions of the Commission shall not 
prejudice in any way the under- 
taking given by the Japanese 
Government in the resolution of 
September 30 ay regards the with- 
drawal of Japanese troops to with- 
in the Ruilway Zone." 


Emergency Provision. 


The final paragraph states that 
between now and the next ordinary 
session of the Councll, which will 
be-held on January 26, 1932, the 
Council which remains seized of 
the matter, has invited the Presi- 
dent to follow the question and to 
summon it afresh if it ix consider. 
ed necessary, - . 


_Japan’s Wishes Met, | 


It is interesting to note the Ui 
ferences between the resolution as 
now presented to the Council and 
as originally drafted, the changes 
having been made in deference to 
the wishes of Japan. . 


The original paragraph two re- 
corded the promise of both parties 
te refrain from any fresh initlative 
which might lead’to fresh conflicts 
and to Joss of life. It has been 
completely re-cast. 


Japanese! 


minute, : | Governments will each have {Europe in. Februarytand is 


Gracovia and Pilsna in 30 days, 


Time-limit Deleted 


The “objectionable” part of para- 
graph five which stated that “if 
the undertakings of both partics 
have not been carried out-when the 
Commission arrives In Manctruria, 
it wilt immedifately roport ta C sun- 
ell,” hing been deleted. Tho Jn- 
panose Government contanded that 
this sct a time limit to the with- 
drawal of Japanese troops. 


Paragraph six has been re-dratt- f 


d, 3 ‘ 

It is understood.that Mr, Yosht- 
vawa haa received instructions to 
accept thé resolution in its -new 
form.—Reuter, 9; j 


ede 


a Spirit 


over 20 knots. 


Hongkong to 
London - 
In 22 Days. 


CRACK LINER FOR 
SUEZ ROUTE. - 


As « result of the re- 
crpanisation and improve-. 
ment of the Lloyd Triestino 
service, it will, be. possible 


carly in the New Year to ‘se’ 


make | -the 


period of 22 days. 5 

This development wi)l follow 
the placing on the service of the 
17,048-ton steamer Conte Rosso. 
which is being taken off the 
South Americn run and definite- 
ly assigned to the. Burope-Far: 
Iast service. 

The Conte Rosso is sailing i 
due 
here early in’ March. She will 
make the trip from Hongkong to 
Venice in 21 days, and it will be- 
assible for passengers tu catch 
the 12.80 p.m. train on arrival and’ 
reach London at 10.80 p.m, the: 
following day, 


Twenty-Knot Liner, 


Equipped in a most davish man-} 
ner, the Conte Rosso is 570 feet) 
long, 74 feet in brendth and has a 
depth of 36 feet. She cirrles 269 
first-class, 282 second-class -und 
166 cconomic second-class pavren- 
gers. Every possible comfort is 
provided for passengers. The! 
liner is capable ‘of a speed) of over 
20 knots. % e 

Through passages from Hong- 
kong to London can only bo booked 
via Venice, but if passengers with 
to make a slightly foster trip, they 
ean do so by disembarking at 

Brindisi and. making thelr own 

arrangements for tho overland trip, 

thus saving about half o day. 

At the present time, the Com- 
pany's service ia maintained by the 
steamers Gange (12,272 tons), 
Cracovia (8.060 tons) and Tilsna 
{8,050 tons). The Gauge does the 
trip to Venice in 26 days and the 


“~ 
Ports of Gull. 


The new service will be main- 
tained by the ContdéRosso and the 
Gunge. The latter’s dimensions 
are 477 feet in length, 60 feet 
breadth and 43 feet depth. She 
carries 236 first-class+80- second- 
elass and G2 economic second- 


claga. ‘ ’ 
will bo Trieste, 


The ports of call 
Venice, Brindisi, Port Said, Suez, 
Aden, -Bombay, Colombo, Singa- 
pore, Hongkong and Shanghai, 
The agents are Dodwell and Co. 

. Fares from Hongkong to London 
including rail trip, will be _first- 
class, £101;'second-clnss, £70. ‘ 


SPRINGBOKS’ ‘TOUR. 


CHESHIRE AND ‘DANCASHIRE 
“DEFEATED. 


F ~ f° London, Dee. 9. 
Tho South -African rugger 
fifteen: continde ‘thelr triumphant 
prorrrat.: ‘To-day they,. dofented 
a combined Cheebite,and Lancas: 
hiro “XV by “twenty” points “to 
nine,—Reuter. .. ake 


economic, social 


LABOUR Vt 


028 PRR ANNUM 
SINGLE COPY 10 CENTS 


TEGRATION. 


of Realism. 


VOTE OF 
CENSURE. 


RETURN TO BARTER 
_= DAYS ADVOCATED. 


STERLING'S VALUE. 


“GOVERNMENT REFUSAL 
TO COMMIT ITSELF. 


‘! HE WHOLE WORLD is now 
and political 


in gradually increasing 
disintegration, declared 


re Prime Minister in the House of Commons last night, reply- 
‘§ng to 4 vigorous speech by Sir Stafford Cripps, who moved a 


. ‘wote of censure on the Government. 


fromised 
- '. An international 


Mr. Ratmsay MacDonald 


conference immediately 


the experts. now sitting at Basle have 


submitted their report; . 
That the British Government will ap- 


proach the conference in a spirit of 
realism, seeking complete readjust- 


ment, not a tiding over of difficulties; 

Legislation to prevent rent profiteering, 
(one of the Labour complaints). 

The Prime Minister announced that the Govern= 

ment declined. to make a declaration now that Britain 


is not going to base sterling again on gold, or that it 
would fix the value of sterling, either as a controlled 


or asa gold-basis currency. 


ness and folly to declare now what sterling’s value will 
be permanently, in view of the conditions affecting 
sterling, and without a settlement of the international 
circunistances controlling the value of sterling, 


CARRYING OUT 


THE MANDATE. 


' 
The Labour vote of censure, re- 


gretting the failure of the Gov- 
ernment to deal with the problems 


of currency and exchange, and the} . 


development of _ international 
trade, and to produce plans for 
meeting the problems of un- 
employment and high rents, was 
moved in the House of Commons 
to-night by Sir Stafford Cripps, 
who said the return of the Na- 
tional Government to power had 
not restored confidence. : 

There was continued uncer- 
tainty, he said, because appnrent- 
ly the Government had no cure 
other than to tinker with the pro- 
blem which was an. internntional 
one, 

Return to Barter. 


He advocated a return to the 
barter system through Import and 
Export Boards, pending an ex- 
ploratipn ‘of the currency situa- 
tion. - 


He accused the Government of | - 


falling to provide for distresg in 
the coming winter duc to un- 
employment and the‘ cconomy cuts. 
The Prime Minister, replying, 
said that a declaration of Govern- 
ment’s intontions with regard ‘to 
currency stabilization while the 
present uncertain conditions pre- 
yailed would bo far from serving 
tho purpose of restoring con- 
fidence. ? 


- He drew attention to.the in- 
ternational causes of the diMfi- 
culties with which Britain was 


faced. British trade was suffer-| 


ing because of world poverty. 
The only. enlightened policy 
was to seek to” increase. the 
volume of world trade and that 
the Government would continue 
todo °° ot : 


They regretted: the delay in 
bringlng tho- nations of the world 


iHinto conference. on these problems, 


but thoy were sure the oxports 


[now sitting at Basle word fully 


London, Dee. 9 yaware of the urgency of their 


task and would prepare their. re- 
port with expedition. . 


International Parley, 


Immediately thereafter, a con- 
ference of Governments should 
be held and,.in the British Gov- 
ernment’s view, that conference 
should approach its work in the 
spirit: of renlism, examining the 
whole facts and aiming at an 
agreement which would not mere- 
ly tide over the difficulties -tem- 
porarily, but which would sct the 
whole world, now tn gradually in- 
ercasing —econanic, social — and 
political dixintegration,.on a fLoot- 
ing of hopeful effort and endea- 


4vour, 


This could be done only by 
the consciousness on the part 
of all nations that whatever 


thelr own circumstances, their |, 


own continuing prosperity de- 
fended on the prosperity and 
(Continued on Page 7.) 


GERMAN BANK RATE. 


LOWERED FROM EIGHT TO , 
"SEVEN PER CENT, 


ig Berlin, Dec, 9. 
The Roichsbank to-day snnounc- 
ed a reduction of tho discount 
tate from cight to seven per 
cont.—Reuter, . . 


. AIR MAIL SUSPENDED. : 


We are informed by the ‘postal 
nuthoritles that {nformation has 
been recelved that the alr mail 
service between Shanghat . and 
Manchouli is susponded. 


... The nceeptanco of tettors for:thig.| 


service is accordingly discontinued 
until further notice. aren 


It would, he said, be mad-|~ 


Lord Cnstletewart, an Srish 
jeer, who auggested in the ° 
ouse of Commons yesterday 
it is premature to expect a 
décision regarding the report 
of the H. K. Currency Mission. 


HK. CURRENCY 
REPORT. 


NO. DECISIONS 
TAKEN. : 


STATEMENT IN 
COMMONS. 


London, Dee. 10. | 

The recommendations of the 
Hongkong “Currency Mission, * 
headed by Mr. W. H. Clegg, was 


the subject of questions in the.” 


House of Commons to-day. : 
The Governmedt” was asked - 
whether there was any intention ~ 
of taking actign upon the recom- 
mendations of tue Commission. 
Karl Castlestewart ‘said that no 
decision had yet becn taken, and, 
pointed out that the Report was 
only recently published.—Reuter, 


Silver Declines Sharply. 


A sharp decline of 15/16ths in 
the price of silver on the Loudon 
market has reacted on the Hong- 
kong dollar, which opened at 1s. 
6.6/16d. on demand this morning, 
this representing -a‘drop of a 
farthing. : 

The decline in London was duc 
to general selling and tack of 
support. After the official fixing, 
the market ruled quiet ond un- 
certaln, 

In New’ York, silver was down 
from 30 to 2914, 

The cross-rate improved to 3.28. 

Shanghai opened at 1s, 114d, 
but later became a trifle steadier 
at 1a, 11.7/16, 

Locally, the market is about 1s. 
6.9/16d., with dull conditions pre- 
vailing. The undertone {a un- 
certain. 


HOUSE OF LORDS 
AND INDIA. 


GOVERNMENT POLICY 
CRITICISED. 


London, Dee. 9. 

The debate In the House of 
Lords on the Government's Indian 
policy was continucd to-day. 

Lord Brentford held that the 
Government's scheme was ill- 
digested, 

Lord Reading emphasised. that 
the schomo had the approval of 


‘the Cabinet and an overwhelming 


majority of the House of Com-' 
mons. . it 


Lord Salisbury questioned 
the proposals were practicable. 

- Tho debato stands adjourned 
eat tu-morrow,--ritish Wéire- 
ous. ; . 


CORTES . UNANIMITY. 
NEW CONSTITUTION 
“ADOPTED. 
= adrid, Doc. 10... 
Tho Cortes ee day | sdopted . the 
new Constitution unanimous 
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THE 


HONGKONG 
PENINSULA HOTEL: 
MOEGKONG HOTEL: REPULSE BAY HOTEL: 
PEAK HOTEL 
and 


SHANGHAI . 


ASTUR HOUSE: PALACE HOTEL: 


HOTELS 


LIMITED. 


lo assoctation with the Grand Hotol 
Dos Wagons Lits, Poking. : 


- PALACE HOTEL. 


Telephone 57008 Tolegraphic Ardross “Palace.” 

A First Close Residential & Tourist Hotel Under Entirely 
Exropean Management High Class Wines & Spirits Steel Coulson’s 
Beer On Draught. Four Full Sized Billlard Tables Bilifards, Snooker, 


or Unitties. MR8. J. H. OXBERRY, 
Proprictress, 


~- Penang 


The Scenic Gem of Malaya 


— 


Modern 
throughout and 
beautifully 
Situated 


Runnymede Botel 


Malaya's Premior Hotel 


A 
first class 
Hotel 


i Every Wednesday & Sattadoy— Crehestra Daily 


4 
CABLES "RUNNYMEDE" 


RUNNYMEDE HOTELL, LTD. George Goldsack, Manager, 


EUROPE HOTEL 


SINGAPORE. 
“RENOWNED BY RECOMMENDATION ” 


DANCING; After Dinner every Tuesday, Thurs- 
day and Saturday. 


On the VERANDAH— 

Monday to Friday— 7.45 p.m. to 8,30 
pth. ; : 

Saturdays—~12.30 p.m. to 1.30 p.m.° 
and 8.00 p.m. to 8.30 p.m. 


Sunday Concerts—9.15 p.m. to1J p,m. 


MUSIC; 


Robert Drescher’s Famous Viennese Orchestra 
Plays During Tiffin and Dinner Every Day. 


GRILL: 


Telephone. 554! (8 lines) 
Cables *' EUROPE "’ Singapore. 


Plate Glass. 
~ Insurance 


For Particulars and Rates Apply— 


CHINA UNDERWRITERS, LTD. 


Phone 28121, * Hongkong Bank Building. 


THE EUROPE HOTEL, Ltd. 
Arthur FE. Odell 
Managing Director, 
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ROTARY CLUB 
-* DINNER. 


GOVERNOR'S. TRIBUTE GN 
PUBLIC SERVICE. 


CHARTER PRESENTED. 


Members of the Hongkong 
Rotary Club, together with thejr 
wives and friends. gathered nt the 
Hongkong Hotel last night to cele- 
brate the Club's first birthday, 
under the Chairmanship of the 
President (Sir William Hornell). 
‘Two speeches were delivered, one 
by the President and the other by, 
His Excellency the Governor, who 
also presented the Club's Charter, 
which affiliates it) with Rotary 
International, on 

There owas oa large and “dis 
tinguished company of yuests, 
Those supporting the Chairnian, in 
udditio to Ti‘a xeelleney — the 
Governor, were the Hon. Mr. and 
Mra, ©. Gordon Mackie, Mrs. 
Cameron, Sir Henry Pollock, Hon. 
Mr. W. T. Southorn and Mra. 
Southorn, Sir Joseph H. Kemp, the 
Hon. Mr. FE. D.C. Wolfe and Mrs. 
Wolfe, the Hon. Mr. S. W. T’so and 
Mra. T’so, the Bishop of Victoria, 
the Hon. Mr. and) Mra. H. T. 
Creasy, Sir, Shouson Chow, Mrs. 
Bellamy, Col. Cousens, and Capt. 
T. ASHE Coltman, A.D.C. 

On arrival at the Hotel, His Ex- 
collency (he Governor,” who was 
accompanied by Capt, To A. He 
Coltman, ALDLC.. was received by 
the Hon Mr S. W. 'Tao, | Vice: 
President of the Rotary Club and 
condueted ta the roof garden. 


President's Address, 


After the Loyal Toast had been 
honoured, Sir William Hornell, in 
proposing a toast to the Guests, 
said in part: 

. This ix our first birthday. The 
gummer hath its joys and winter’ 
its delight," and [ suppose thar 
we oughl to congratulate our. 
selves that our birthday is in De- 
comber. Certainly Deeember Is a 
pleasant month in Hongkong, so 
pleasant that it provides for a per- 
fect plethora of social orgies, 
But Your Excellency has found 
time and strength to be with us 
to-night. We are proud — and 
honoured, We care very sorry 
that Lady Peel could not be here, 
and [ know that she is sorry too. 
Her visit to Canton was planned 
béfore we got in with our invita. 
tion. That was our fault, or 
rather mine. We hope that she is 
finding in the solitude of the 
Shameen that rest whieh she has 
so thoroughly — carned, She has 
got there only just in time, for on 
the 16th of this month Canton will 
organise a Rotary Club, then 
things will begin to hum—it is not 
all Rotary Clubs that are ay quiet 
es we are. 

Refore dealing with the other 
guests, may To say & few words 
about this: songleas Rotary Club 
of ours, 

Jim Davidson's recent Rotary 
tour in the East is now history, 
and what he did here and the re- 
ation whieh his netividies have 
evoked and will evoke, will doubt- 
eas ve auly appraised in the much 
needed “History of | Hongkong” 
which hag yet to be written, So 
impetuous was Davidson's — on- 
thusiasm, so ‘importunate his ap 


1 Rotary. 


2 oft 


peal, that many Icipt forward in 
response, i 


Survival of the Fittest. 


DAY, DECEMB 


ra 


ai ry es 


Some ‘have since fallen away.[ 


apprehension as to their -diges- 
tive capabilities and a sudden 
conviction that to be ubuent from 
their offices’ a minute after two 
o'vlock would endanger the whole 
discipline of their respective 
eatablishments, if not the generat 
commercinl prospects ' of | the 
Colony, were among the diMeul- 
tlea. However,’ the strong . gur- 
vivad and stfll survive, for wo now 
have 120 members and the Rotary 
Ciub of Hongkong hus come to 
slay, As n matter, of fact the 
meetings of the Club start at one 
o'clock or a few minutes before. 

But what fs a Rotary | Club? 
Well, when His Excellency has 
presented our Charter, I am going 
to have the document read out as 
well as the six principles of 
Yeu!! Kut principles 
are nice things to hang on the 
wall so that in moments of elation 
one can point to them and say 
“Them's my sentimenta,” 

Does the Rotary Club, in effect, 
do more than lunch together once 
a week and then listen to n lecture 
or talk, and will it ever do more? 
The answer is that there ia not a 
single member of this Club who 
floes not rentize that we are not a 
mere luncheon club, But don't 
Ict us despise the value of a com- 
mon menl together. If you want 
[to make on business ocquaintance 
you ask him, T understand, to 
zvome to your offee: you may pos. 
sibly adjourn with him to a neigh, 
Vouring bar. but that ts, presum- 
ably, only when you want to get 
something particular out of him 
by pouring something special into 
him; if you want to make a friend, 
you ask him to lunch or dinner; 


A Worth-While Movement. 
, Cin you point to any other or- 
ganization which has been evolved 
here, or is ever likely to be created, 
which -will bring together weekly, 
round a common luncheon table, 
such a varied — collection of 
citizens—citizens, who are there, 
mark you, by virtue of what they 
are, namely representative workers 
nal) the most important fields of 
this Colony's manifold activities. 

There are luncheon chibs In 
Hongkong, and very excellent in- 
stitutions some of them — are. 
There are flourishing luncheon 
clubs in England, and some of 
them exist in the same towns side 
by side with Rotary Clubs. But. 
Ladies and Gentlemen, | ask you 
fh all seriousness, would Hong. 
kong have been wise to have re- 
lected the opportunity which the 
world-wide organization of Rotary 
liternational offered us? : 
‘After all, if a Rotary Club be 
noting better, than “a vast and 
vulgar’ machine-lHke chumminess,” 
would there be Rotary Clubs in 
every European country, save 
Russia, to-say nothing of North, 
South and Central America, 
Africa, Ceylon, India, Burma, The 
Dutch East Indies, Malayn, Siam, 
Indo-China, China, Japan, Aus- 
tralin and New Zealand? If 
Rotary were not worth while, as 
dim Davidson put it a year ago, 
would some 154,000 men in various 
parts of the world belong to it? 
One fool may make many, but you 
cannot fool everyone everywhere, 


Service to Community. 
We have undertaken a scheme 
for equipping and running play- 
- (Continued on Page 11.) 


| THREE CHAMPION EVENTS | 


ADOLPHE 


(THE PRINCE OF LOVERS 


MENJOU 


IN + THE GREAT LOVER’) 


‘BIG’ BILL TILDEN 


(THE KING 


OF TENNIS) 


LAUREL ax» HARDY 


(THE MONANCHS OF MIRTH IN ‘OUR WIFE’) 


SALESMAN SAM 


Ya TEN Bucks! 


Sam ThaT |Preg 


TEW Gocks ?, 
AWRIG-HS SHES 
A sos f 


{ Chrietions Awake walt 
67190 , Hark the Merald Angels 
cin tl ~ Chote - 
- © 10 Come, All Yo Faithful 
€7191 | ood Christian Men 

Choir 

** (The Firat Noel ‘ 
671925 While Shepherds Watched 

~ Choir 


Good King Wencesinn - 
God Reat Yo 
Chimes 
' 


67195 | 


Adesti Fidetes 
3814) 9 Sanctisxima 
, Choir 


The Manger Throne 
4519 [The First’ Nowell 
Choir 


at 


ANDERSON’S 
he al 


PUBLIC DISPENSARY. 


WANCHAL INSTITUTION 
OPENED. 

The Wanchal Public Dispensury 
was opened yesterday: afternoon, 
the Secretary for Chinese Affnira, - 
with Hon. Mr. and Mra, R. H. Kate. 
wall and Mr, Wong Kwong-tin he- 
ing among those present, 

Ocenpying nx floor at Queen's 
Road East in 1905, the dispensary 
yrew steadily and reconstruction 
became necessary to afford accom- 
modation for the Increasing num- 
ber of patients. By the joint efforts 
of Mr, Wong Kwong-tin and Mr. 
Li Tso-shan a large sum of money 
was mised for the construction of 
the present building, which. coat 
more than $20,000, Including furnt- 
ture, It has an up-to-date mater. 
nity ward, with 82 beda, and the 
very small charge of 20 cents a, 
day, and free accommodation If 
the patient is too poor to pay, will 
be a great boon, 
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HOT BUTTERED TOAST 
ceviitecie os bated hot with rich _ordamy 


, “ANCHOR” Butter—a wonderful treat: that 
appeals to all appotites, ° 


Always a.favourite for breakfast or supper. 


-. Spreading hot toast is an oxcellent test for 
butter flavonr—and under this test "ANCHOR 
BUTTER is SUPREME, 


But be Sure It is 


“AN EMPIRE PRODUCT, 


The South China Cold Storage Co, Ltd. 


On Sale at 


29/31, Den Veoux Road, Contral. ; 
-The Cafeteria, Peninsula Hotel, Kowloon. 
Rahim Store, Shameen Distributors. . 


COMING TO THE ‘CENTRAL SHORTLY! © 


A BEAUTIFUL WOMANe 
A GREAT MAN® 


A TRAGIC LOVE} 


cus 


: She wreckod har life to 
bulld o careor for hime 


MAN HING. 


TAILOR 


PERFECT 
No --6 D’ Aguilar Street, 


Rinemns 


FIT GUARANTEED 
Tel. 20780, 


san BAHT OF ap, 
“ ete 
. 


cp 


« 
ang 
Ory one nine 


$7.50 
Per Bottle 


$84.00° — 


Per Case 


CLUBLAND 


Quick Deliver! 


OM, ¢ SHOW YA , 
vera Queek. 
SéecK Eem, 

SPAGHET) 


By Small 


ALLA YA COTTA 00, 
MEES(ER, 1S LEAA 
Ouw war/ 


scree! <i 


Our picture shows an old London horse-drawn’ omnibus in the ro- 
cent Lord Mayor's Show.—(Times copyright). 


Picture shows Londan’s Lord Mayor, Sir Maurice 


CHAPTER L, ‘ 


Mary Harker 
Dirk  Ruyther 


dancing, with 

erin about her, | 
thought ahe had never been se 
happy in her life. Not even that 
night in the yaardert so sliert while, 
ago when she and Dirk had first 
known they loved one another, Not 
tonight oat dinner with all her 
friends grouped about the: flower. | 
banked, table. Mr. Jupiter pro. 
posing oa tu: Everyone's eyes | 
upon them, merry and mocking, and 
trying to appear surprised. 

Not even yesterday when she had 
tricd on before the piergliss in hers 
room the first Paris dress she, hid | 

‘ever owned. All (hese were rungs, 
in the ladder of her present hap- 
pines But) when you were as 

‘ completely, as idivtically. blissful, 
as she was at this monient, you had' 
to do.something about it, and this 
‘was what she wanted to do—just 
dance, dance on forever with Dirk's 
arm about her, his dark lean face 
close to hers, his lips at her ear 
murmuring tender banter, while the 
slow rhythm of the tango carried 
them dreamily down the length of 
the great bullroom on its sensuous 
tide, ° 

A Parle dress! And five years 
igo she couldn’t have bought one 
on Fifth Avenue, not even ata 
marked-down sale. That dress, ke 
everything else good that hud vome 
to her in the years sinee her father 
had died, a suicide, and her mother 
soon after, had betn the Jupiters' 
gift, She owed them everything— 
even Dirk, in’ an way. Uf the 
younger member of Ruyther and 
Ruyther, Mr. Jupiter's personal 
attorneys, had not had to.make so 
many visits to’ the house with a 
satchel of legal papers when the old 
xentleman’s rheumatism kept hint 
indoors she and Dirk might never 
have met. 


em 


Just now, when it seemed that her 
happiness had reached its crest, an 
inexplicable feeling of fear came 

“over hor, The world had dropped 
from beneath her fect onee: it 
might again, Staring into the past 
with tragic, unsecing eyes, she put 
her hand to her throat, which ached 
withspent-up tears. - 

Dirk tightened his arm about her, 

senajng her’ mood. 
. “Don't cry, little girl,” he yibed, 
“you don’t have to marry me. I 
can always Jump off a bridge—or 
marry Greta Garbo.” ; 

That wasn’t a tactful thing to 
any, he realized in dismay even is 
ho safd it—that about Jumping off 
abridge. How had her father dona 

» 4t? Pofron, he thought, But 

. Mary laughed—her mood vanished 
‘a8 quickly 3 It came, Greta 

+ Garbo was their name for the girl 
~ «who had naver quite given Dirk up 

‘ ae Tabor, of the silk milla 


bors, who had everything moncy 


Jenks, in hie state chariot.—(Tinten copyright), 


_ Although rain marred the Lord’ Mayor's Show, the usual crowds lined the route of tho: : 
procession through the City. Our picture shows part of the dieplay representing the radio 


industry —(7intes copyright), 


The South Africane opened the scoring in thelr game with Cambridge University at.Cambridge and 
our picture shows the scoring of South Africa's second try by J, MacDonald, following « scrummage near 


the fine. Sauth Africa won by 21 Points to 


Peri 


ould buy except Dirk, and didn't: 
like it in the least. : 

“it's a grand party.” Mary re-: 
marked with a deep sigh of con: | 
tontment. The grandest party in! 


had, Ma Jupiter must be Santat 
Clawa, to ¢ done all this for me.” : 

Dirk smiled, but he was not too! 
pleased; he was in that stage of} 
Jove in which he was jealous even | 


jot her gratitude, If people were to | Eddie?” 
jdo things for her, he was the one | irrelevantly, that it 


(6 do them. Nice of the old lady, 
his, 

“Yes, he agreed, after observing 
his hostess judicially from a dis- 
tance, “She lookg rather like wf 
Christmas tree from here.” i 

Mary squeezed his hand in quick 
pain, : . 

“Don't! she said. Mrs. Jupiter's 

manner of dress might be showy 

oven to the point of vulgarity, but 

Mary's loyalty would not Jet her 
i mn to Dirk. 

y you're fond of the old 
soul,” Dirk answered. reasonably, 
“but honestly, where does she get 
all {he doo-dads?. And why wear 
them all at the sume time?" 

Marty ught a plmpse of her 
employer's impressive coiffure with 
its glittering bandeau of diamonds, 
between the heads of the dancers, 
and she could imagine the gom- 
hung expanse below. It was really 
too bad} people talked about it, and 
poked fun at her, But Mary, who 
knew why she did it, felt a twinge 
of shame Uhat other people could not 
see it, alse. Et was not because 
she was vain or fond of show, 

“She doesn't do it beenuse she's 
silly, or doesn't know any better,” 
Mary defended. hotly. “She does 
it to please Dad. He gave them te 
her, you know. Those rubies—has 
she got them on?—are simply 
priceless. They're heavy to wear 
and an awful: responsibility, She 
has to keep a contant look-out for 
thieves, But J. dis so proud that 
he's rich enough to give them te 
her, and all the diamonds and other 
things, that sho wouldn't leava 
them’ off for nnything in the 
world.” 

Dirk was absorbed in watehing 
Mary as she talked; earnestness, 
and the unusual animation of the 
moment, became her, His amused 
catimate of the Jupiters went down 
undor the force of her admiration, 
which was both alncere and‘ deep. 

. ‘ 


Looking down Into the flushed, 
serious face of the. girl ho loved, 
he forgot everything for o time 
except how lovely she waa, and that 
ae i nie 4 : 

@ had stopped speaking for 
some minutes before ho Was wate 
of it. -Ho drew ao deop breath and 


resumed his bantering tone, 
“Will you do ax much for me 
sometime?” he asked lightly, 
“Of course,” Mary latughed, 


warghing the finger that held her; 


ehyagement ring. under his nose, 
“Dowt [drag this enormous rock 
around with me all the dime though 


{it nearly wrenches my arn off?" 


“Don't jeer, Some day Vib turn 


yor loose inthe dime store and you 


vcan geo the limit, my girl!" 
Just (hen Mary cauzht sight of 
Spence's silver thatch ino the hall 


fact that anybody T know has ever! doomvay; his eyes roved the roam 


anxiously, Mary 
Dirk’s arma,” 
“Ws Mr. Eddie, Misys 
He's on the telephone.” 
“Eddie? You mean omy brother, 
It camecinto her mind, 
was after mid- 
Why should Eddie eall her 


slipped out of 


Mnry, 


night. 


Hsurely; but from now on Mary was] at such an hour? 


She went toward the telephone, 
a strange uneasiness clutching at 
her heart. 

2. #* oe 

Mary turned away from the tele- 
phone with deep misyivings. ‘The 
few frightened, jerky sentences her 
brother had gayped out filled her 
with alarm that) grew deeper the 
more she thought about it, 

Something must bo very wrong 
indeed to have upset her brother's 
cool = self-possession in any such 
manner. [f there was anything 
Mr. Edward’ Harkness Junior had 
prided himself on since: his prep 
school days, it was his nonchalance, 
“A man of the world’—that was 
Jiddie, always.’ What could have 
agitated him 07 ; 

Mary sat still for a mament, try- 
ing to think what the trouble might 
be. All that betting on - horse- 
yaces—it was gambling, of course, 
and ugiinst the law. Eddie had 
had one or two skirmishes with the 
police before for the unconventional 
minner in which he drove his 
roadster, It might be that—he 
might have struck somebody, and 
be running away. The police 
might be after him. The very 
thought left. her:sick with shame 
and fright. Or he might need 
money. She tried ,to. think how 
much she had. : 

“Tit be there in 10 minutes. - Tell 
the doorman I’m coming, and to let 
me in.” Well, what could she do? 
Sho had told him to come ahend, 
but to come round to the aide door; 
she would leave word that he waa 
to be admitted. He could go right 
up to her room, and she would go 
hiter and see what wan up. 

That she had done wrong in per- 
mitting him to come here, to seck 
sanctuary in the Juplters’ house, 
without asking thelr consent, did 
not occur to her at the moment. It 
waa only afterward, .2a sho sat 
thinking it over, that she thought 
about that. - ~ 

Sho got up and went back to the 
ballroom. She must find Mra. 
Jupiter or her husband right away 
and toll them what.ahe had done. 
She did not really balleve that cithor 
of them would mind. . Pst 
Afterward, thorescomed to be 


5 


i Our picturs shows J.H. van 
| three-quarter back, getting thro 


icy lad 


no reason ‘for what she did during 
the next few minutes—or for what 
she failed to do. Even to herself, 
wild with regret and self-accusation 
lit seemed as if she might have told 
somebody—found someone to share 
with her the awful responsibility 
for whnt came after. But at the 
time her reasons seemed excellent. 
What she did scemed the only thing 
to do. 

The floor hud cleared during an 
interval in the dancing and across 
the room she caught sight of Mrs. 
Jupiter, magnificent in gold lame 
and far too many jewels, seated on 
a divan, watching the dancing with 
a listless eye. At her side, Mary 
noticed just in time to check her 
forward progress,, wns  Dirk’s 
mother, a pale woman in grey 
chiffon who scemed to be thinking 
“Ratha a nice party—but horrtbly 
overdone !"" 

It would have been enay to go at 
once to Mrs. Jupiter and tell her 
her troubles, if it had not been for 
Mrs, Ruyther. She was, Mary had 
to admit to herself, n congenital 
gnob,. and a priggish one. With 
Dirk for a son, she would never be 
able to ‘understand Eddfe’a 
Lpeceadilos, or condone them. And 
Mary felt misorably that she had 
‘Httle enough to bring to her. union 
with the impeccable Ruyther famlly 
—just herself and a name that. hid 
never been brought to shame. If 
that scant dowry was in danger 
Mrs, Ruyther must not know,:- 

Lt 


Mrs. Jupiter did not look any too 
happy; she looked tired and uncom. 
fortable. The strain of belng nice 
to Mrs. Ruyther was telling on her 
naturally jolly disposition. From 
the grimaces she mado from time 
to time, Mary judged with amuse- 
ment that her shoes hurt, {nto the 
bargain, ta ‘ 

No, she would not add her own 
trouble to those from which that 
poor: old woman was alrondy euffer- 


“Mr, Jupiter would bo somowhoro 
gbout—he would be better able to 


9—ATimer copyright). 


der Westhuizen, the South African - 
ugh to score the firat try against 


Cambridge University recently,—(Times copyright). 


tell her what to do than his wife 
would. She knew she would find 
him outaide somewhere, roaming 
around the grounds, smoking, Hsten- 
Ing to the music. os it. filtered out 
to him, mercifully mellowed by dis- 
‘tance. She would go out by way 
of the terrace, and look all ‘round 
the house. 

Aa she moved cautiously along 
the wall, avoiding the heels and 
elbows of the swooping couples as 
best she could, she had to pause 
once to rub tenderly an ankle-bone 
which had been the target for 
somebody's French heel. As she 
looked up she saw just ahead of 
her, in the corner, Dirk and Cor- 
nelia dancing—lf they were danc- 
ing. They scemed hardly to move 
at all. : 

But what wns odd was that 

Cornelin wag erylng. Mary could 
see $b even though Dirk’s back was 
toward her, shielding the girl from 
curious eyes. Once he looked about 
worriedly and she saw that he look- 
ed white and strained, 
* Well! That was a surprise. She 
hadn't thought Cornelin,cared that 
jmuch, enough to make a spectacle 
of hersclf. : : 

What in the world should she do 
—go forward and Jet them know 
she had seen? Her first impulse 
wns to rescue Dirk there and then. 
Let Cornelia go and cry .on some- 
body clie; there were dozens of 
men present who tvould gladly dry 

{tho teurs of the hoircss to go many 
jmilllons, Dirk must feel an awful 
brute. . : 
. As sho hesltated, Dirk evidontly 
resolved to get Cornclin away be- 
fore she made an complete fool of 
horself; holding her arm firmly, he 
moved with her toward the wide 
door opening on tho-terrace. She 
reached the door just in timo to 
ace them stop outside the circlo of, 
light from doorway and dis- 
appeasr into the dark grounds. . 
Mary could have stamped her foot 


@/ with annoyance—if {t had not al- 


ready hurt, Sho could not follow 
Continued on Page 10) )_- 


There's not a bit of doubt that your new Autumn seit, 
demands ‘an offset of sultnble socks. 


We havo those hose . . . but we want you to have them. If 
you will come and inapect our new acquisitions in Autumn 
hosiery, we know that many of them will sell themselyce 
without a prompting word from us, 


We have 4 wide range of colours and designs to go. with 


every suit in your wardrobe. : 


[tp | 


May tvo ley them before your 


MACKINTOSHS 


DAINTY 
SHOES FOR: 
LEISURE HOURS. 


BOUDOIR SLIPPERS 
“IN ee id Sebi ay Suse Ma Vapae ca wd ela ee 

DELIGHTFUL 

COLOURINGS . 


| GORDONS, Ltd, 


LOCKHART RD. RECLAMATION. TEL, 27825. 
FOR A R=AL GOOD MEAL 
— AT 

JIMM 


Y’S ; 


WHITEAWAYS 


JHE “UBILDA" TOY SERIES 


A British made Toy’ 

consisting of metal 
component parts to 
build the following 
models, 


Touring Car.... $8.75 
Saloon Car «805 
~ Alr Liver 2.95 
Loco ss 8.75 
Towor Bridge... $6.95 
. Aselal toy for Boys, . 


‘SEE THE Toys 


| NEW ADVERTISEMENTS... 
DIAMONDS & PEARLS. 


Mr. Max Herschtel from Paris is here 
for a short time and is open to buy nice 
large diamonds and pearls ready cash. 


@.. egaaa- =. | LAMMERT’S | . 
AUCTIONS 


- PUBLIC AUCTION. 


. TO-DAY’S 
WANTS.) 


25 WORDS ........0.. $1.60” 
($2.00 If Not Prepaid.) 
The following replics have beon 


=e 
PARCEL MAIL, 
Tho Public aro h 
Abnormal Tiaportationa Gan 


‘ny, parcel will not bo su’ 
Kingdom. 


—— 


‘| PARTICULARS & CONDITIONS 
-of the Sale by Public Auction 
to bo held on Monday, the Mth 
day of December, 1931, at 3 p.m., 
at tho Offices of the Public 
Works Department, by Order of 
His Exceiloncy the Governor, of 


‘POST OFFICE: NOTICE | .. 


ng of the 
giren that 
io United 


The Undersigned have received this office ts. 
instructions to sell by Public 


Auction, 


rocelved t-— 
873. 


WANTED KNOWN 


WE are now. in new _ premises 
Shoroughly equipped to render export 
service in every form of _ beauty 
culture. Permanent and water wav- 
in, a apeciality. Jullctte’s Beauty 
Salon. Ho Tung Building, Kowloon. 


es Sere 


FOR SALE 
————————————— ee 


FOR SALE.—One_ new Singer hand 
sewing machine. Price $90.00. Write 
Box No. 887, “Hongkong Telegraph. 

, 


FOR SALE.—1931 Morris 
Saloon, three monthn old. Jurt over- 
hauled after first thousand milena. 
Botter than new. $1.800. Owner buy- 

1932 model. Write Box No. HdG, 


in 
‘Pongkong Telegraph.” 


APARTMENTS © 


ee 
+10 LET.—Room with verandah No. 1, 
Pedder Building, 1st floor,  opporite 
Hongkong Itotel, Apply Alexander 
Institute De Beaute, Pedder Butlding, 
Int floor, Phone 25169, 

jest es Se ee =, 

AIRLIG HOTI 
Rond, Kowloon, Under = Europenn 
Management. Excellent Cuisine, 
Modorn Apartments, Terms Moderate, 
Three minutes from ferry. Tel, 67357 


CONSIGNEES’ 


KERR STEAMSHIP COMPANY, 


Nathan 


eta F 


NOTICES. 


From NEW YORK, SAN 
FRANCISCO and LOS ANGELES 
HARBOUR, 


The Motor-vessel, 


“SELVERPALM® 

having ‘arrived from the above ports, 
consignees of cargo by her are notifled 
(hat all goods are being landed at 
their risk Into the hazardous and/or 
extra-hazardous godowns of the China 
Provident 'Lonun nnd Mortgage  Co., 
Ltd. whence and/or from the wharves 
delivery may be obtained. 

Goods not cleared by the 16th 
December, 1931, will be subject to 
rent, : 

Al broken, chafed and damnagea 
packages arc to be left in the gadowns, 
where they will be examined on the 
[Oth December, 1451, at 10 am, by 
Messrs, Goddard and Douglas, Hong- 
kong. 

Claims against the steniner must be 

* presented in writing within ten days 
after arrival of steamer, otherwise 
they will not be recagnized. 

No Fire Insurance will be effected 
by the undersigned in any case whht- 
Oved, 

Bill. of Lading will be countersign- 

wl by . 


JAVA-CIIEN ASAD AN LTSN, 


JUST ARRIVED THE 
VERY LATEST IN 


MUSiC & SONG 


Francis & Day’s 5ist Album 
includes 


“You're Driving me Crazy’ 


Standard Folio 100 Best 
Songs. 


One Little Raindsap. 
You Din’t Have-to tell Me. 
Moonliztt Saving Time 


A Wido Selection of New 
Pianoforte Pieces and 
Albums 


ALL GRADES. ' 
_ New Bailads 


Choice and Nelightful Song 


Albums. - 


TSANG ROOK PLANO CO. 
8, Des Voeux Road, Central 


Lt ntraiice foo Houso Street.) 
Telephone 24648, 


Minor’ 


: Please call at the 
- INTERNATIONAL UNDERWRITERS, 
14, Queen’s Road, Room 211, 2nd floor. 


Phone 


THE MACAO JOCKEY CLUB, 


DRAFT’ PROGRAMMES ‘and 
ENTRY FORMS for the. Fourth 
Extra Race Meeting to be held in 
Macao on Sunday, the 27th Decem- 
ber, 1931, (weather permitting) 
may bo obtained at the Sports 
Club, Hongkong Jockey Club 
Stables. or at the offices of Messrs, 
Porcy Smith, Seth & Fleming, 6, 
Des Voeux Road, Central. 

ENTRIES close at. 12 o'clock 
NOON on WEDNESDAY, the 16th 
December, 1931. 


ANNOUNCEMENT. 


An intereating display of select 
Iivening and Afternoon Gowns, 
also Sports ‘Dresses’ direct from 
San Francisco, will be shown by 
Misa Leonard, at Peninsula Hetel 
for one day only—December 12 


from nine til five p.m. 


NOTICE, 

Inokuchi and Han 
returned to the 

practice as 
at No, 7, 
Tel. 57754, 


Miss Tora 
Inokachi have 
Colony and resumed 
Midwife and Maascuse 
Ashley Road, Kowloon. 


HONGKONG AUTOMOBILE - 
ASSOCIATION, 


The Annual Dinner Dance will 
be held at the Peninsula Hotel, 
Kowloon on Friday, December 
18th, 1931. 

Tables may be booked at the 
Peninsula or Hongkong Hotel. 
Charge for each person $6.00. 
Payment must be made when book- 
ing tables, tickets will bo issued. 


By order, 


B. D. EVANS, 
Hon. Secretary. 


METALS | 


of «ll kinds especially for 

ship-building and engineering 

work. Complete stock. Best 
_ Terms, Immediate delivery. 


SINGON & CO. 


ESTABLISHED A. D. 1930. 


Telephone: 20516. 
HING LUNG ST. 


CREDIT FONCIER 
ORIEN 


—————————————= 


D'EXTREME 
T. 


, Mortgage Bank & Estate Agents. 
“PEAK MANSIONS” 
Prince Edward Road, 

Kowloon 
Detached and Semi-detached 


villas. Modern construction — 
with garage. 


Flats with modern conveniences. 
“Cambay Buildings.” 


21083, 


THE HONGKONG JOCKEY CLUB. 


The Fourteenth Extra Race 
Meeting will be held (Weather 
Permitting) st Happy Valley on 
Saturday, 12th December, 1931, 
commencing at 2 p.m. 


The First Bell will be Rung at]. 


1.30 p.m. 
MEMBERS’ ENCLOSURE. 


Members are notified that (they |° 


and their Ladies must wear their 
Badges prominently displayed. 

No One without a Badge will be 
admitted to the Members’ Enclo- 
sure. 

Badges admitting Non-Members 
to the Members’ Enclosure and 
Club Rooms at $5.00 for Gentle- 
men and $3.00 for Ladies (Both 
including Tax) are obtainable 
through the Secretary 
Introduction by a Member, such 
Member to be responsible for Pay- 
ment of All Chits, &c. 

Badges admitting to Membera’ 
Enclosure will not be on sale at the 
Race Course, . 

Members can obtain, upon Ap- 
plication to the Secretary, Badges 
(Limited to One) for the Free 
Admission to the Members’ Enclo- 
sure of Wives, Lady Relatives and 
Friends. Names must be stated 
when applying. & 

On No Pretext will Children he 
permitted in either Enclosure dur- 
ing the Meeting. 

Tiffins are obtainable at the Club 
House provided they are ordered 
from the No, 1 Boy by 5 p.m. on 
the ith December. Telephone 
21920, 

PUBLIC ENCLOSURE. 


The Price of Admission to the 
Public Enclosure is $2.00 including 
Tax, for all Persons, including 
Ladies, and is payable at the 
Gate, ‘ 

Soldiers and Srilors in Uniform 
are admitted Half Price. 

Bookmakers, Tic Tac Men, &c., 
will not be permitted to operate 
within the Precincts of the Hong- 
kong Jockey Club during the Race 
Meeting. 4 

Titin will be obtainable in the 
Restaurant in the Public Enclo- 
sure. 


By Order, 


C. B. BROWN, 
. Secretary. 
* Hongkong, 7th December, 1931. 


MARCRI’S 


Confectioners & Bakers. 


70, Nathan Road, Kowloon, ' 
Tel. 58240. 


MEALS AT ALL HOURS. 
(Menu or A La Carte). 


BEST WINES SERVED. 


St. Francis Hotel. 


The proprietors beg to announce 
~ that 


EXTENSIVE NEW 


PUBLIC LOUNGES 


HAVE BEEN OPENED 
on the 1st Floor. 


| AUGMENTED JAZZ BAND 


‘Mr, Ivan Marshall 


Manager « 


Baritone 


lphonse” J. Hund.’ . 


sores 


. Henneasy Road, 


j No. of Sale 


~~ 
Toland 
Tot No. 


upon |PARTICULARS & CONDITIONS 


ono Lot: of Crown Land at 
in the Colony 
of Hong Kong, for a term of 75 
years, with the option of 
renewal at a Crown Rent to be 
fixed by the Surveyor of His 
Majesty the King, for one 
further term of 75 years. 


PARTICULARS OF THE LOT. 


on Friday, 
_ the llth December, 1931, 
commoncing at 6.15 p.m. 
at their Sales Room, 
Duddell Street. 
A Valuable Collection of 
Postage Stampx 


comprising :— 


British Colonies, Hong . Kong, 
(Old and Inverted water mark) 
High Value China, French Post 
Office in China etc. etc. 


- ! On View from Thursday, 
a Ae per esic plav. 

the 10th December, 1931. 
Terms :—Cash on Delivery. 


LAMMERT BROS., 
Auctioneers. 


Houndary 
Meaauremonia, 


c 


feet fret feet feet 


Contents is. 
square feet, 
Annual 
Reosal. 
Upset Price 


3292. 


About 4,207 
$48 
$42,070 


G. see R. PUBLIC ‘AUCTION. 
vend The Undersigned have received 
instructions to sell by Public 
Auction, 

of the Sale by Public Auction 
to be held on Monday, the 14th 
day of December, 1931, at 3 p.m, 
at the Offices of the Public 
Works Department, by Order of 
His Excellency the Governor, of 
one Lot of Crown Land at 
Tai Kok Taul, in the Colony 


on Wednesday, 
the 16th December, 1931, 
commencing at 10.30 a.m. 


at No. 78A, Nathan Rond, 
Kowloon. 
A Quantity of Valuable 
Houschold Furniture 


- of. Hong Kong, for a term of 75 


No. of Salo 


| 


0 


Kowloon loland Lot 


PARTICULARS & CONDITIONS 


_to be held on Monday, the 14th 


No. of sale 


aw 


land 
No. 3291. 
Near Inlund 
Lot No 31C2, 


King Kong Str, 


On View from Tuesday, 
the 16th December, 1931. 


years,’ with the option of 
renewal at a Crown Rent to be 
fixed by the Surveyor of His 
Majesty the King, for one 
further term of 75 years. 


PARTICULARS OF THE LOT. 


Catalogues will be issued. 
Terms :—Cash on Delivery. 


LAMMERT BROS., 
Auctioneera. 


Registry No. 


Roundary 
Memaurementa, 


Controts in 

aq. Feet 
Annual} 
Rental, 

Upaet Price 


MACAU GRFYHOOND 
RACI'G CLUB, 


NOTICE. 


NN] a.) ROT W 


fertifertifect/fert 


‘Ao per salo 
plan, 


No. 2695. 
Junction of 
Tang M_Roaev and 


Mong Kok Road 


A Draw for ao Number of 
Greyhounds will be held at the 
Office of the Club, 19, Avenida 
Almeida Ribciro, Macau, nt an 
early date. ea 


These Greyhounds will be sold 
to members at $300 cach and are 
eligible for racing at the Club's 
“Green Island" Track, Macau. 


of the Sale by Public Auction 


day of December, 1931, at 3 p.m., 
at the Offices of the Public 
Works Department, by Order of 
His Excellency the Governor, of 
one Lot of Crown Land at 
Wong Nei Chung, in the Colony 
of Hong Kong, for a term of 75 
years, with the option, of 
renewal at a Crown Rent to be 
fixed by the Surveyor of His 
Mnjesty the King, for one 
further term of 75 years. 


PARTICULARS OF THE LOT. 


Members wishing to participate 
are invited to send in their Names, 
accompanied with 2 deposit of 
$300 in respect of ench dog applied 
for, as soon fis possible, 

Names will be booked 
order as received. 


in the 


Those wishing to participate in 
the above drawing and are non- 
members are cordially invited to 
apply for membership, also at the 
same address or ut the office of 
the Company, Chung Tin Building, 
Hongkong. 


Bourdary 
Memauremenote 


Registry No: 
Contents to 
*q feet 
Annual 
Reatal 


eet. 


SUGAR MARKET. 


— 


ot 


As por aolo 


cis 
= 
cae 
plan, x 


THE LATEST CABLED 
QUOTATIONS. : 


The following cable at the close 
. of the sugar market yesterday has 
been received by Messrs. Pen- 


trenth and,Co. 
London | Terminals, 


March 1982 7/-% down %4d. 
May 1932 7/2354 down %4d. . 
August 1932 7/4% down 1d. 
Docember 1932 7/9 down %d. 
. Buyers at above prices, scller 
asking %d-%4d more. - 


New York Terminals. 


March 1982 1.07 no change. 

May 1932 1.11 down 1 pt. 

July 1982 1.17 no change. 
Septomber 1932 1.24 no change. |. 
December 1931 1.04 no change... 


CUMING S00N- 
KINGS ¢ 


ASSEUR 8, SHIMIDZU, 

ASSEUSE 8. HONDA. ~ 

ASSEUSE 8. KISAKL.: 
Zecommended for. many ‘yuars’ for: 
Jovernment ‘Civil Hospital.’. Peak 
Aospita), etd,. and - by-all local 


She welcomed life 
-withopenarms—love |: 
with a trusting heart. 


Japan ...... pemeenen 


qual in amount to the declared value: 
Detinite information will be published 


it fa recelved, 
Postal Ratca. 


Letters and post ae 
“Via Siberia” if so supermeribed eh? 8h South America’ are forwarded: 


Letters for Europo via Siberia intended f 
‘or tr. H 
fram Shanghai to Manchoull must be posted over fae ale By pana 
oon Branch Post Office whero full particulars’ of the ‘Airmeti non 


viee can be obtained, 
é INWARD MAILS, ° 
Shanghat nail Swato vas Dus 
s md Swatow ..sccsesscece 
Europe via Negapatam (Letters and Haaontane +++» December 10, 
Papers}, London 12th Novomber Hatoznd Maro 
Australia and Manila .........+66.+ Changte . ad 
*Bibcria, (Landon oth Nowy 
ceria, (London lov.) ».... Shinyo Maru ..., 1 
qapan and Bhanghal ..,......+¢e++ Hakone Maru 5 ome : oer te 
anada, U.S.A., Japan and Shanghai . + Mecombor 1 t, 
wyancouver B.C, 21st ‘Nevomber) Emp. of Russia 
a Wee erew near sesenae le 
London Parcels only, London, 6th is Piadison, nent 
November .iscssseees Hector ........., Decomb 
U.S.A., Honolulu, Japan and Shanghai pees man Aes 
(San Francisco, 18th Novombor) Pres. Harrison , 
Japan ..icecevae S:Sigiehesei gu0" aaa deSiaera Sirdhana 
U.S.A., Honolulu, Japan and Shang- 
nai (San Franclsco, 20th Novem- . 
Pros. Wilson ,. 
++ Santhia 


«e+ December 11. 
+++ December 11, 


» Decembor 12. 
+». December 12. 


» Docembor 12, 
sieerlsss veceeDecomber 13, 


veceeoes December 14. 
++-December 16, 

--- December 17, 

sere December 17, 


Per Date and Time 

+ Hydrangea ..Thurs., Dee, 10, 8 p.m. 

ae Pong Tong .. Thur., Dec, 10, 3.30 p.m, 
» Tean Thurs., Dec. 10, 3,80 p.m. 

Thurs., Dec, 10, 4 p.m. 


Swatow, Amoy and Foochow 
"Straits and Calcutta 


vee Fri, Dee. 11, 290 33m 
eee Adrastus ... M ee ant ee 
and *Europe via Fri. Dee. 11, 230 p.m. 


Deiat bas seseceeeeseesee Hnkozakl ; 
dite, Ga ae wie: zakl Maru Fri, Doe. 11, 3,30 pam, 
Enst and South Africa, Aden, 

Egypt gnd Europe via Marseilles Hakono Maru 


Haiphong * 

Noilo 

Shanghai, 
Siberla . 


Manila’ ond Farecls only for Germany 

vin Hamburg wo... cee ee eee «+o. Leverkusen ...Fri., Dee, 11 

Amoy a > Kwangt + Fri, » 11, 4.80 p.m. 

Shanghai, Japan, U.S.A., |Cannda, Blung «. Sat, Dee. 12, 3.00 p.m, : 
Central and South America and 

. *Europo via Victoria B.C. and 


*Europe vin Siberia Prosident Madison .’... : Deo. 12. 


eves. Dec, 12, 8 p.m. 
Barros Deer 12, 415 Poe 
) seeees Dee, Te 
oe Pe Victoria Bo. 20th Dee.b 
pated dibea a.diae ive wasarisea sae tevseoers. Sat, Dec 12 im. 
senses Emp. of Russia Sat, "Dee, 12, E am 
aTergpare a Harrison .. Sat., Dee. 12, 6 p.m. 
7" an .+++++ Sun, Dec. 18, 8.80 p.m. 
ozan Maru ....Sun., Dec, 18, 9 am. 
a ‘ank -+.. Mon., Dec, 14, 1.90 p.m 
ikawa Maru ++e« Mon, Dec, 14. 


toveees & pam 


Swatow, Amoy and F 
Straits and Calcutta .........000 
Shanghai and *Europe via Siberia. . 


Japan and *Canada via Vancouver : 
Give sacs ath eeeeh ete vey Hikawa Mara Mon, Dec. 14 
seee 416 pom. 
6 p. 
oe tht January)” 
oo Dec. 15, 10,90 a.m, 
Dec. 15, 1 p.m, 
6, 4.80 p.m, 
4.30 p.m. - 
15, 5 p.m. 


Manilq, Australia ond: 
vin Thursdoy Island ........ ate 


8, 
(Due Thursday. island, 20th Deep” 
? ec 
f .» Kamo Maru .. Fri, Dec. 18, 0.0 am : 
Swatow, Amoy and Foochow ...... Hai Ning Fri, Dee. 18, 2 “ 
S.rnits, Ceylon, India, Mauritius, ad + 19, @ P.M. 
Eost and South Africa, Aden, 
Egypt and Europe via Marseilles Corfu 


WO ed eter ncceeees Sat, Doe, 
HPO. re 
S ; soos Dee. 4.80 p.m. 
R Dee! 19,9 am, 
reeuseDee. 19, 10 a.m.. 
“. Dee. 18, 5 pam, 
y rveeee Dee. 19, 945 Ram 
: pad Merete pee 19, 10.80 a.m. 
Japan and *Canada via Victoria B.C, Ixion ......., Sai, he rete 
: , (Due Victoria BC, 12th ‘Sanuary) 


*Superacribed Correnpondenee only... 
SHARE PRICES. |. S’hal- Cotton ‘Ts, 85 1, 
ee Zoon Sings Tis, 12 n.- 
TO-DAY'’S QUOTATIONS. 


i 
The following fs tho list of locas eS. Hotels (ol 6.25 8. 
share quotations feaned to-day: H.K. 8. Hotels (now) $14.70 b: 
Ranka. 


: HK. Lands, $80 b. 
Hongkong Bank, $1630 sn. Sthal Land, Tis. 3244 n. 
Chartered Bank, £12 n. 


Humphreys’ $18 db. 

Morcantile A. and B,, £19 n. Realties, $12.05 b. 

Enst Asia, $128 n..” Public Utilities. 
__Tnaurances, =’ “Tramways, $21.20 b. : 

Canton Ins, 1,450 n. Peak Trams, (old), $15 b.- 

:Unton Ins., $480 b. 


; Star Ferries, $0544 ‘b. 
China Underwriters, $4.90 b. China Light; $28 b, 
China Fires, $650 n.- H. K. Electrics, $78 b. - 
H. K. Firo Ins., $1,450 n. Macao Electrics, $28 n. 
: Shinning. * u Telephones, $48.n. 07°. | 
_ Doublas, $2014 n. ‘ China, Buses, Ts. 17.90.n, - 
H. K. Steamboats, $24. . | . -Singapora Tractions,'4/+,.; 
Indo-Chinas, (Pref.) $25 n. vie 


- Industrials... 
Union Waterboats, $27 8. China Sugars 50 cts, 
: Mining. 


Bonguot, 810% Canton ear b, 
* Bengus n . Canton Ico, 7 
Kailans, 80/- n. oF 416 t 


Cement . (com. 
S’hai_ Explorations, Tis. 2. 


eee Nock, ate. -. =< 
Kowloon ‘Wharves, $162 b. ... 
Whampoa Docks, $20.n.°' 
South China. Motors’ $10 n.- 
dents. (old), $5.15 b.’ 
Tis, 226 


i wet ete. 
-Dafry' Farms; $29. 2-" 


Wataon, $16.70 
D a 


CAN YOU AFFORD TO WASTE? 


A SENERAL BLECTRIC REFRIGERATOR will save you 
moocy during the fall nud winter months, Prevents 
waste of leftovers... saves trips to market... makes ie 
ssible for you to do all your food buying on bargain 
ays. A small down payment puts a General Electric 
in your kitchen tomorrow. Choose your model today, 


GENERAL @ ELECTRIC 
ALL-STEEL REFRIGERATOR: 


Bomrnic Aparmeat Howse and Commercial Reftlactators—Rircerc Water Cosiag 


On View at 
The Hongkong Elcctric Co., Ltd, 
The Gencral Electric Co., (China) Ltd. 
ANDERSEN, MEYER & COMPANY, LTD. 
Sole Agente, 


eee 
—eeeeeseeSF 


COMING TO THE CENTRAL SHORTLY! 


A BEAUTIFUL WOMANe 
A GREAT MANe 
A TRAGIC LOVE 


She wrecked ‘har life to 
bulld @ career for tims 


The acme of Distinction in 
Evening Gowns. 

~ and : ‘ 
Evening Wraps 


will be found at 
“PELUX” 


FELIX HAT SHOP. 


York Building: 


REDUCING BELT 


THE LATEST SCIENTIFIC ELECTRICAL DEVICE - 
10 MINUTES’ TREATMENT $1.00 


Massages and Reduces at the same time 


TESTER BEAUTY PARLOUR 


Ground Floor, Kayamally Building. | Tel. 22103, 


Para Fae wi a%a aTalta aaa" eae" aa"a"aPa aetna 


WEATHER FORECAST:— 
VARIABLE TEMPERATURES AND WINDS 


inducing 


COLDS and CHILLS 


which can be-rapidly cured 


Pym ° 


ALL 
2 Ost 
é 


QUINCIN . 


THE CERTAIN OURE 


THE PHARMACY 


(FLETCHER & Go., Lta.) 
-Aslattc Ballding, Ta. 20345, 


= WHAT? FReeiEs is our 
LOOKIN’ For Oscar, 
BY HINGELE 


? ‘ 


FOR 


WORLD 


OUR LADY READERS. 


SS en SRN NES ECM tRaME aN 


KEEPING UP THE 
SPIRITS. 


(By a Family Doctor. J 


It in often very diftcult to keep 
& patient cheerful, Ono very casily 
tires of doing anything in bed, Road- 
ing books nll day ia extraordinarily 
tiring on tho eyes, particularly if ono 
is kept on one's. baek and alao jn 
elderly patients whose eyesight is 
not good, : 

So much, of course, depends on 
the patient's interenta, and also un 
the diseane from which he is suffer. 
ing. Tn very nervous individuals, oF 
People who are serionaly ill, it) in 
‘often best for them to he disturbed 
aa litle as possible. Hut otherwiae 
it ix a good thing to let tham ree 
theit frienda, no that they can talk 
if thoae matters that interent. them. 

e ? e : 


An excellent. and very restful way 
of inaking the time pass quickly is 
by reading to the patient: but, on 
the other hand, it in ually unwise 
to read an exciting story to them 
at night, for fear of keeping them 
awake. Music, which. Nownmdayn is 
so conveniently avnilable on the 
wircloss, inn tremendous blessing to 
rick people, : 

«ne great aceret of sttecesn in to 
rary the amurcments available. 
Often it is an excellent thing to 
let a patient learn to knit RCATVER oF 
fies—n good way of resting the 
mind and,when they have- learnt to 
do it automntically, their eyes alao, 

The more a patient sleeps the bet 
ter: but if he finds he aleeps in the 
daytime and eannot sleep all through 
the night, itis far better to let him 
do something at night rather than 
Vie restlesaly awake, 


TO-DAY’S RECIPE. 


How to Serve ‘Stewed 
. Fruit. 


This problem is one that every 
mother is faced with when the 
children become tired of soupy 
dishes and one ‘is afraid to yrive 
them too much pastry or heavy 
dumpling. : 

Try this one; 

Cover botlam of a pie dish with 
“Ovaltine! Rinks pour aver them 
t taser of stewed. sweetened 
rhubarb or any other stewed fruit. 
Next pour on a laver of custard, 
then a laser or rusts aan on 
Javer of fruit, ane My pour 
fome custard over Keen het in 
the oven for 20 minutes, 
ho more cookinge. 


The ~Sailor Type. 


” Prnided narrow green. 

velvet ribbon trims the edge 

of the brim of this sailor type 
of black felt hat. 


Aub Riou f! 
pie 


Neods 


YES...HE SAID HE WAS 
* GOING To FIND HIM, IF 
THAT'S THE LAST THING 
UE OID... HE JoLp mE 
Jo TELL You Nort To 
WORRY ABouT. HIM, 
“BECAUSE HED gE 


AN IN-BETWEEN COSTUME. | 


[By Joan Srvoy. | 
There is oie contume which even beautifully dressed women often 
find themselves lacking these days. It is that in-between costume 
that can be caller cocktail dress, the tea costume, or the informal 
dink nd-daneine: frock, _ 
ally moan by any of these titles is a costume that 
50 vou had on the ideal apparel for whatever ocen- 
+ To made it petfectly ideal, it should be soniething that-you 
Pron five in the afternoon until the wee hours the nest morn- 


way chance costume will do fora formal party. But for 

’ Seveninie dates you might accumulate the last minute—- 

dancin, cinta, the theatra—-one of these in-between costumes should 
be perfert, 

This year there is no need of paying a fortune for any costume. 
You van get clothes that are charmiag and most appropriate for small 
prive, and should, . : : 

A perfect example of the in-between costume isa binck and white 
combination. ft will sland you in srood stead fur cocktails and dinner 

Ct the football game, for an at-home some of your friends are 
for a tea party you yourself might give or for dinner and the 


© lop is clegant, gleaming white satin, with short sleeves. It 
is cut surplice and makes a daring little waisteont effect in front, 
with dainty white dalsies to take away any mannish effect, The bale 
of the neck is one of those that is slit part way down and fastened 
right at the neckline with a pearl ornament, 80 It ean be opened to 
make a smart low-necked effect, or kept shut to give it tallored chic. 
The skirt ts black crepe satin, cut in fluttering nes, It.fs the 
new cxcupe-the-floor length, a mast satisfactory length for many ocen- 
longs, 
HY you wear black opera pumps with it, a little evening hat of jet 
or velvet or satin or anything fancy and n jacket of black, you are all 
set for almost any event of the past-noon hours. 


Why! HELL ¢eT oof There y 
SOMEPLACE AN’ LOSE HiMseLp~ 
AN' THEN WELL HAN To LOOK, - 
Fo, BOYS INSTEAD! 
OF ONG mT TAKES AN 
EXPERT: \WOODSMAN NOT TO 
Lose HIMSELF SR 

rN THIG 


“HEY DONT Have, 
90, \NHEN YOU GET 


To pot see why’ * 


OUR BRITISH CROSSWoRDS.,. © - 


i 
ann WW ane 


li 


on the South coaat. 

4 Sends out of the ‘country, 
A denier in textiles, ° 
Flows at tea-time after ever: 
second half, 
Necdless when the ‘bottle is 
empty. . 
Play idly—but with spirit. 
Although celebrated in his day, 
this Frenchman sounds negative, 
Sacred pleture. 
Born in need. 
In’ conjunction with another 
biped a woman of title turns 
OUL an inrect. b 
A column full of bluster about 
an article. 
Burning with an unsteady Ught, 
Used after dark to get down, 
When these sorry villains lose 
thelr hend, thoy work in circles. 
Sooner, : 
There's flttle inducement for 
this fellow to be.merry, for 
when he is he's a foot. 


Yeaterday’s Solution. 
BENJAMIN 


3 This fish—like ‘many othern—° 
winds up jn paper. 
Notwithstanding the shortage, 
there is a good denl of gold in 
this Httle Yorkshire town, 
Called forth. 

Generally goes with sthe 
tail, 

This will give, you an 
tunity. 

12 He's wrapped up in this. 

é Lowland Scottish river, ° 

14. In this way you may catch a 
fish—after a short walk. 

Dante diced here. 

Sounds a knowing book, but ask 
an angler, 

Thin deep sea fish comes in 
shore in shoals in summer. 

7 A hussor's gorment which, with 
very llIttle alteration, would fit 
an old man, 

20 Some which, with another 
(housnnd, would naturally be a 
lot. 2 
Sounding as though made up of. 
a medicine and-a flower, this 
square column projects partly 
from a wall. 7 
Near—but not suflicently so to 
be miserly, , 
Might be the size of a lump of 
chalk, but otherwise, quite 
different. 

Sail reduced, 

4—"In war was never lion— 
more fierce, In pence was never 
gentle lamb more mild’ ("Kinge 
Richard II") 


Down 


ye M 
The spirit of the fighting forces, AM TRIN 
or, in a man, confidence, BA 
Fi 
6H LOA 


; A 
LE at an tet 
2 Grossly opprobrious and bound ae 0 . 
st GREATES 


bob- 
oppor- 


to annoy in the end, ¢ 
3 Right in the middle of the town 
ES 
Sees 


Yeatorday’s Solution. 


(ern ae ee 


“STICKERS” 


WHILE THE BRIGHT sees 
OF RUSSIA'S 95 
STILL SHONE, AND sece 
> WERE THRONED; 
IN FUTILE WARS, 
BRAVE RUSSIAN ¢eee 
LIKE HELPLESS eece 
WERE DROWNED, 


There ate five fou-letter words, all 
composed of ihe same four letters, miss= 
ing in the above verse, ns indicated by the 
dots. Can you supply them? 4 


A PopuLaR GRaNore of" 
CADIZ 


once ANGERED SOME 


—-RIQTOUS.. LADIES, -—--- 


CHUCKED 


4 GRENADE, eur we 
DUCKED, 
wiicr ENRAGED wose 


wD LADIES GF caDIz. 


The four words which were missing 
sppear a black letters, a 


———————SS=——Exy 
Humphreys (old), $18, 
Chinese Estates, $06, ; 
Trams, $21.20, 
Star Ferrios, $9534, 
ILK, Electrics, $78, 
Cements (combined), $19.10, 
Entertainments (old), $17%, 
Entertainments (new), $16, 
China Underwriters, $4.90. 
Wharves, $152 
H.K, Lands, $80, 
HLK. Realties, $12.05, 
Ewos, Tia, $16, 
Penk Tramn (old), $15. 
Chinn Lights, $28. | 
Canton _ Ices, $6, 
Lane, Crawfords (old), $6%. 
Hotels (old), $15.10, 
Hotels (new), $14.70, 


Sellers, 


Union Waterboats, $27, 
Hotels (old), $15%. 
China Ligths, $28.90. : 
Raubs, . $48, 

Venezuelan Goldfields, $2, 
8.C, Enterprises, $10, 


SSS > 


HONGKONG SHARE 
MARKET. 


OFFICIAL SUMMARY 
STOCK EXCHANGE, 


The market opened steady to firm 
this morning, with enquiries for n 
number of stocks In the list. 


BY 


ity 

Sales, , 

' Banks, $1,530, 

Hotels (old), $15.15. 

Lane, Crawfords {new), $6.10, 

Trams, $21.30. 
- Telephones (part paid), $26/$26,20, 

Buyers. ' 


Unions, 3430. : 
Shanghai Explorations, $2.40, 
Providents (old), $5.16. 
Providents (now), $2.36. 


?r Foun HEcToR's ® , 
RUBY... SO THIS ZZ 


POLICEMEN UP HERE... S 


to DERANGE wm, wey ae 


THE HONGKONG TELEGRAPH, THURSDAY, DECEMBER 10, 1931. 


IFYOU LiVEd iN RUSSIA 
THETTOPSY = TURVY LANG: OFTHE SOVIETS 
AS. SEEN. BYs JULIA. BLANSHARD .. . 


If you were an expectant mother in Russin; it woul: pay you ‘to bo a fuctory worker. You 
would de entitled to four months off with pay when the baby was born. 
If you were n lawyer, teacher or clericn! worker, ‘you woultl get three months’ vacation 


HAVE YOU TRIED? 


AUTOMATIC HONING AND STROPPING MACHINE 
FOR SAFETY RAZOR BLADES, WITH 
GILLETTE AND VALET ADAPTORS. 


The use of an ‘Allegro’ guarantees an absolute clean 
shave, one blade can be made to Jast for one year. 


NO MORE IRRITATION OF THE SKIN! 


A.S. WATSON & CO., LTD. 


The Hongkony Dispensary, 


RECEIVED 


FIVE NEW VICTOR 
MUSICAL MASTERPIECE ALBUMS. 
M-92 Trio No 7 in B Flat Major (Beethoven, 
Op 97) The “Archduke” Trio 
Violin-’Cello. & Piano 
Played by Cartot, Thibaud & Casals, 


M-106 I] Trovatore (Opera in 4 Acts) (Verdi) 
Soloists, Chorus & Orchestra of La Scala, Milan, 


M-110 Concerto No 2 in F. Minor (Chopin, Op 21) 
Waltz in C Sharp Minor (Chopin, Op 64, No 2) 
Arthur Rubinstein (Pianist) & London 
Symphony Orchestra. 


M-l11 Fantastic Symphony No 1 in C Major 
(Berlioz) (Op 14a), Symphony Orchestra of Paris 
Conducted by Pierre Monteux. 


M-112 Traviata (Verdi) Opera in 3 Acts 
‘Soloists, Chorus & Orchestra of La Scala, Milan. 


S. MOUTRIE & CO., LTD. 


Chater Road. 


Don't © 
Miss This 
Opportunity. 


LAST 


Off— 
Al 
CHILDREN'S 
WEAR. 


LANE, CRAWFORD, 
LTD. 


Children’s Dept. 


SEE 
fir Economizel Transportation — 
|) —__, 

/ CHEVROLET /@™ 


A SHIPMENT OF THE 
LATEST TYPE MODEL M 
CHEVROLET TRUCK CHAS- 
SIS HAS JUST ARRIVED: 


NOTE THESE NEW FEA- 
TURES: FRAME-HEAVIER & 
STRONGER. SPRINGS-HEA- 
VIER & STRONGER. TRANS- 
MISSION-ENTIRELY NEW: & 
HEAVIER. WHEELS-PIERC- 
ED DISC  IN'TERCHANGE- 
ABLE. 

THESE TRUCKS WILL 
PLEASE THE MOST CRITI- 
CAL AND ARE REASONABLY 
PRICED. 


131” WHEELBASE $2610 
157” WHEELBASE $3080 


THE HONGKONG HOTEL 
GARAGE. 


The Hongkong & fbanghal Hotels, Ltd. 
Incorporated In Hongkons. 


Brubba Road Hapoy Valley 


BIRTH, 


HILLYER.—On December 9, 1931, at 
the Freneh Hospital, to Mr, and 
Mra. W. RK. Hillyer, 0 daughter. 


Ghe 


Hongkong Eclegraph. 


THURSDAY, DECEMBER 10, 1931. 


AIMING AT BETTER 
CRAFTSMANSHIP. 


Tt is clear from the voluminous 
report produced by the Committee 
appointed to study the question of 
increasing: Cacilities for practical 
technieal education that the whole 
subject has been very closely in- 
InJeed, the = data 
which the Committee has gather- 
ed together, and the detailed na- 
ture of the recommendations-:made, 
show that every possible effort 
has been made to get at the bot- 
tom of the many problems involved, 
The result dvcument 
which should prove of the utmost 
value, Jt is to be hoped, however, 
that the time and labour spent on 
the subject will not be wasted. 
All too often in the past have Com- 
mittees been appointed to study 
local ixsucs and, after they have 
presented their findings, their 
reports get pigeon-holed and for- 
gotten. In view of the extreme 
importance to the Colony ns a 
whole of the isues dealt with by 
the Technical Education Com- 
mittee, it will be most regrettable 
if the ‘situation is left as it now 
stands, 


veutivated. 


in 8 


Without at the moment attempt- 
ing to analyse the Committee's 
conclusions in detail, we should 
like to welcome any well-consider- 
ed movement which aims at im- 
proving craftsmanship in this 
Colony. It is unhappily the truth 
that loenl craftsmanship Jeaves a 
very great deal to ‘be desired, in 
spite of some outward evidences 
to the contrary, This is so in 
practicnlly every sphere, from the 
art of dressmaking, for example, 
to the construction of skyscrapera: 
Indeed, we need not contrast the 
work of Western countries with 
that turned out here to establish 
this point: there are Far Eastern 
centres which can put Hongkong 
to shame so far us really good 
craftsmanship is _ concerned. At 
root, the reason is-one of lack of 
real training. If we except some.of 
the bigger establishments, which 


{ make. some effort to start Inds on 


a proper basis, the apprenticeship 
system in Hongkong is of(en ruth- 
leasly exploited. Boys whose parents 
eannot afford to keep them at 
school put them into employment 
under conditions in which they 
cannot hope to receive anything 
appronching modern training, By 
thg “look-see” mothod they manage 
to pick up the rudiments of thelr 
trade, but they seldom ‘become 
traly- efficient “ workmon, Tho 


{the East, that. when 


: 7 
trouble is not that the Chinese are 
not good workers; they are. In- 
deed, given proper tuition and in- 
struction, they are probably un- 
equalled. But there is too much 
that is slipshod In the way they 
acquire their knowledge. On the 
other hand, experience has shown, 
both here and in other parts of 
the Chinese 
artisan is carefully trained under 
European supervision he develops 
into a first-class man, As an 
example of this, though amall in 
a way, yet at the same time 
iHustrating the point, we may cite 
the results of foreign training in 
our own Process Department, the 
work turned out by which is ad- 
mittedly infinitely superior to that 
from purely Chinese — establish- 
ments. © : 

There are many other aspects 
of the question which could be 
gone into, but we will content 
ourselves now with the hope that 
the future will witness some very 
real reforms in training the 
rising generation of this Colony 
from tho technical point of view. 
In particular, there is a great 
need, mentioned in the Committee's 
report, of supervisory workers 
equipped swith real knowledge of 
their jobs. Particularly is this 
in the building trade. 
Aas things are, there must) be a 
tremendous amount wasted 
effort caused by the necessity for 
undoing of indifferent work, 
Economier, of course, are involved 
in the general question of adequate 
training of young artisans, but 
the scheme proposed by the Com- 
mittee, of which the main feature 
ia the creation of a real Technical 
School, with evening chisses, ap- 
penra to us to be the frat onnd 
most essential step in the right 
direction, 


the case 


of 


Germany's Finances. 


3y squeezing the last mite out of 
her people, reducing salaries all 
round and holding off her ereditors, 
Germany still strives to keep her 
currency on the gold standard. 
There is no longer any doubt, how- 
ever, that the rumours in circula- 
tion early this week, suggesting 
anrly ahandonment—and immedi- 
ately denied—were based upon good 
reasoning and sound estimates of 
her internal financial position, Ur- 
ging the need for relief from re- 
parations before the Young Plan 
Advisory Committee, Dr. Melchior 
admits the facts, disclosing that 
the Reichsbank’s gold cover, after 
deduction of liabilities in foreign 
currencies, has dropped to twelve 
per cent. In other words, the 
country's ability to maintain a gold- 
basis currency consists in-emer- 
geney decrees and not sound fin- 
duce, Relatively, Great Britain’s 
position in Septeniber last, when 
the decision to go off gold was 
made, was much stranger than fs 
Germany's to-dny. In the face of 
these facts, France is atill trying 
to ‘restrict discussion at Basle, is 
arguing that the paymént of re- 
parations must conie before the 
payment of private ercditors, ant 
is hoping to keep-the problem of 
the short-term credits frozen in 
Germany subordinate to repara- 
tions, The attitude is one which 
it is difficult to understand, quite 
apart ‘from lending it support. 
The trouble seems to be that French 
economies are overlaid by politics. 
Some of her statesmen have had 
the most admirable intentions, but 
the emphasis that hng been put on 
politics has not allowed them to 
perform their functions in the hest 
interests of Europe, or rather, not 
until it is ‘too late. France has been 
among the countries which have 
from time to time taken generous 
initlatives. Thore has been pro- 
gress towards a settlement in ac- 
cordance with Germany's capacity. 
But theso moves have always been 
behind the necessities of the mo- 
ment. If a quarter of what the 
countrics of Europe were prepared 
to do, to-day had been done ten 
years ago, it would have beon offec- 
tive. To-day, full consciousness 
of real needs atill seems .to be 
lacking, or is not finding clonr ‘ex- 
pression in the quartors where it 
is likely to bo of most value. The 
phrase “Too Late” is --the most 
tragic in the history- of interna- 
tional. relations. It will be hoard 
again in the very near future un-. 
leas o different spirit fs soon ex- 
hibited, - - ‘ 


from work—vither two months 


You, would have .no worry over déctor’a or nurse's bills, 


ttiys free in the hospital. 


SUMMATION NEI 


DAY sy DAY 


Due slat 


DOor8S A MAN SPEAK FOOLISHLY? 
—SUFFER ILIM GLADLY, FOR YOU ARE 
WISE. DOES IIE SPEAK ERRONEOUS- 
LY?—STOP SUCH A MAN'S -MOUTH 
WITH SOUND WORDS THAT CANNOT 
HE GAINSAID, DOES ILE SPEAK 
TRULY P—REJOICE IN THE TRUTH. 
Oliver Cromtectl, y 

e eo" 

fe iGM.S. Empress of Russia, 
which left Shanghai nt 9 a.m. to-day, 
in duc here at & a.m. on Saturday, 
sailing for Manila nt 7 p.m. the same 
any, 

*,* 

A conservancy junk-yesterday went 
nground at the west end of Stone- 
cutters and became waterlogged. 
The crew were all taken off by n 
police Inunch, 

*,* 

The forthcoming wedding is an- 
nounced of Mr. Charles Irvin Barnes, 
No, 66, “Ave Cons, F, do Almeidn, 
Macao, to Miss Emanuela Hyndman 
Rosario, also of Macao, 

: “.* 

By taking turpentine liniment, 2 
Chinese living at No, 2 Bowrington 
Canal, sought to take his life 
yesterday, He was In a seriaus way 
when removed to hospital 

*,? 

We have received 
Dodwell and Co. Ltd, 
wall entendars 


from RIK. 
essrs, 
well. 
kndwn biscuit: manufacturers, 


a 
a”? 


Mr. J.) Russell will speak on 
"Sidelights on Religion” at a public 
lecture at the Hongkong Lodge, the 
Theosophicnt Society, 17, © Queen’s 
Road Central, to-day at 6 pan, 

.° 

The Secretary of tho’ Hongkong 
Horticultural Society states that 
according to present arrangements, 
the Committee have decided to hold 
tho Annunl show of flowers and 
vegetables on Thursday, March 3, 
1932. 

*e* , 

Prof. English, of the Medicat 
College, Singapore, will give a lecture 
in the Union Assembly Hall of the 
Hongkong University under the ous- 
pices of the Medica} Society, to-day, 
ut 6.30 pm. Members and others 
interested nre welcome. 

° * . 

We regret to have to record the 
death of Mrs. Xavier, widow of the 
former signniman at the Peak Look- 
Out Station. The deceased Indy, who 
leaves two sons, Mr, Louis Xavier, of 
Messrs. Gibb, Livingston and -Co.; 
and dir, Stephen Xavier, of Sydney, 
as well as several daughters, was 
widely known and greatly respected. 
Much sympathy: will be felt. fur the 
family in their bereavement. 


Le 


Miss Stella Hyndman, of No. 33, 
Leighton Hill Roud, was the victim 


of a bag-snatcher who operated near] . 
the St. Francis Hotel in Queen's Road, ; 


yesterday afternoon. Miss Hyndman, 
on feeling a tug at her handbag, 
engaged in a tussle with the thicf, 
who, in fleeing, was tripped up by a 
European passer-by and arrested. 
The culprit was given nine months’ 
hard labour by Mr. Williams at the 
Central Police Court this morning. 


before and two afterwards, 


oO 


Health is 


near Yatla, in Crimea, Below, 
to the government nursery for 
tervals, as all mothor 


The Soviet government has so- 
ci lized the whole medical profes- 
sion. All doctors are on the state 
‘payroll, all workers’ doctor bills 
are paid by the state. 

One day I visited a Moseow gen- 
eral dispensary locnted in un out- 
lying district, where there are two 
huge textile factories and one 
metallurgical and one chemical 
factory. .This. dispensary in re- 
aponsible for the health of the 42,- 
000 persons in thin district. It 
handles 1,000 cases a day. Every- 
thing from q prir of glasses to a 
major operation is free.. All the 
doctors, nurses, dietitinns and 
others workers are sovernment 
employ ces. : 

Five lines of men, women and 
children waited In the hall, be- 
fore the windows that registered 
patients. A hugesvall newspaper, 
gaudily got up with coloured 
crayon sketches and printing, eau- 
tioned paticnta to “talk only to the 
doctor about your sickness.” The 
{wall newspaper also quite uncon- 
acjously gave a cue to.the handi- 
caps that this particular hoapital 
labours under by listing the 
“dreams” of staff members of Po- 
land. 

“Nurses dream of bringing the 
Moscow river to the hospitals so 
they would have plenty of water,” 
one line read. Others said, “The 
director dreams that his new 
electrical machine, can handle 1,- 
000 cases a day.” “The doctors 
dream of huge stores, stocked to 
the roof with supplies and equip- 


‘| flower gardens and trees, 


before your baby was born and one afterwards—or one month 
“You would be entitled to 10 


In overcrowded Moscow, you might get only three days, to make 
room for some body else, bul you would be sure of free care. 


recuperating at the summer palace of the former Czar at Lavadin, 


kolkhoxz worker brings hor child 

medical Inspection at stated in- 
® are required to do. . 
ment and carrying caviar anid 
plenty of potatoes.” 


nf © 


I arrived just in time to join 
a tour of inspection that the hos- 
pital director was taking with alx 
young doctors, five girls and one 
boy, who had ‘just graduated from 
tho Moscow Medical College. 
They svere the first group to .com- 
plete thelr five-year medical 
courae in four, 

The dispensary was an enorm- 
ous place with consultation rooms 
for everything from a Red army 
medicn! examination to a clinic on 
fatul skin and eye troubles which, 
workers suffered in the chemical 
'factory. There was a special wing 
for children and a huge depart-. 
ment for women. : 

“All. women in Russia should 
know methods of birth control by 
the end of the Five-Year Plan,” 


tals, the Zays" Marriage Bureau, 
the Red Army and all factories , 
vive specific information.” I saw 
birth control pamphlets in many 
Moscow drug stores. : 
Abortions are legal in Russia. 
But the government Insiats that 
women go to the hospitala and 
have scientific care. Such women 
are entitled to three days’ hospi- 
talization and 10 dnys’ vacation 
from work with pay. Anyone not 
belonging to a Jabour union must 
pay; the charge is based on wages 
and varies from four roubles to 60 
roubles. : 


L a 


Ruasia's medical care of its chil- 
dren js one of its most successful 
health programmes. In the first ~ 
years, after the revolution, the- 
death .rate was 47 children to 
every one thousand. Now 19 to 
every one thousand. The Ameri- 
can figure is 14 to 1,000, oer cs 

The “Institute for Mother’ and 
Child” is largely responsible for 
this health improvement. 1 visit- 
ed the original Inatitute in Mos- 
cow. Ita huge grey stone build 
ings finnk 2 spacious park with 
Here 
an open-alr nursery is maintained 
in aummer which accommodates 
350 babies. There is a museum 
of rudimentary child henlth—how 
to wash a baby, dress a baby, pre- 
pare the baby's formula and 
sterilize its bottle. 

A flaming poster of a militant 


{little babies’ Sovict caught my oye. 


I read, “We-demand protection 
from files. We want clean, dry 
diapers and milk from freshly 
washed bottles.” . 

Other graphic posters an- 
nounce: “A closed window: opens 
tho door for the undertaker.* And, 
“Pacifiers kill more babies than 
cannons kill grown-ups. 

‘8 


No soldior in the Red army can 
gol through his compulsory ger- 
vice without. Having been taken 
through this.muscum or some ox- 
hibits from it. Schools and uni- - 
versitles ‘send their pupils ‘to- be - 
instructed In the caro-of their” 
younger. sisters: and - brothers... 
Evory faectétry haw intel atcha 


an mes “instructing: both: fathors ‘and; 
-. mothers. And .-the < government: 
‘L 4. (Continued ‘on Page Wee 


the director told me, “All hosp!- "> 


ANTLJAPANESE | MERITED HONOUR. | ITALIAN EX-PREMIER. | . GIANT. BANDIT a ADIO 


AGITATION, © cen 


TROUBLE OCCURS. IN 
FOOCHOW. . 


Foochow, Dee. 6. 

A clash took place on Thuraday 
afternoon between the muanage- 
mont of the Toechow Electric 
Works and some, representatives of 
the Anti-Japanese Association. The 

* fatter, numbering some thirty par 
sone, arrived in three motor enra, 
and anid they had come to e¢e 
whether the Electric Worka aere 
Using Japanese coal and off, 

They were politely recelved by 
the secretary, who took them in 
and began to explain the altuation, 
but at length they became so violent 
that they had‘ td. be forcthly eject. 
ed from the premises. 

Police came on the scene and 
restored ordor, but, a might be 
expected, advantage has been taken 
of the opportunity to work up tt 
xeneral agitation against the 
brothers Liu who own the Electric 
Works, Ax these men are very In- 
Nuential in Fooehow, and have it 
monopoly of the eleetrie power in 
and near Foochow, the aftuation is 
nat at all an easy one, and the 
Government have been xiving clowe 
attention to it, 

Many of the schools are to-day 
on strike in sympathy with the 
Anti-Japanese Association, and de- 
mand the punishment’ of the Elec 
trie Works authorities: and the 
students are doing pre payanda 
Work: with tila end in view. A 
nuniber of chops are alse on strike, 

Our Oren Correspondent, 


CONSTABLE’S BAD 
5 RECORD. 


FINED FOR LEAVING 
HIS BEAT. 


Appearing before Mr. Grantham 
at the Central Police Court. (he 
morning on a charge af inivconduet 
by deavings hia heat without per 
Mission ant being found in 6, 
Shing Wo Street. Wanehai, 
Chinese constable, Mok Ving. ate 
ached to No, 2 Polive Station, was 
Hned 360 or one month's bard lave 
bour tn default, 

When charged the detondant 
sald he bad gone into the lets to 
drink tea, ; 

Inspector J, McLellan, ofieer in 
charge of the Wanchai Police 
Station, informed his Worship thar 
at rbout 26 minttes past midnight 
on December of, the defendant 
vas seen by Sergeant Heim. 
sley coming oul of 6, Shing Wo 
Street. The defendant went on 
duty at midnight: and apparently 
Went straight to the house where 
he wauld probably have returned 
until 4 asm. when his duty finished, 

The prosecuting officer remarked 
that it was because of the defens 
aant's record that the present pro 
ceedings had been taken, fe nad 

‘ been reported on’ seven previous 
occasions, 


THE WATER SUPPLY. 


INCREASE [N STORAGE 
OVER LAST YEAR. | 


Tho total storage in the Colony’s 
reservoirs on the firat of the month 
was 2,427.86 million gallons na con- 

with 2,251.48 million gallons on 
December 1, last year. 

Of 'thiy total storage 1,845.65 mil- 
Non gallons waa in tho Island reser- 
voirs and 683.21 million gallons in 
those of Fowloon, na compared with 
1,762.79 mg. in Hongkong and 498.09 
in Kowloon Inst year, 

The consumption on the Inland for 
the month was 353.20 mut. for an 
estimated population of 381,500, giving 
A consumption per head per day of 
30.9 gallons, as compared with a cone 
sumption of 296.50 mg. for an 
estimated population of 448,040 with 
4 consumption of 22 yallons per hend 
per day list year. 

The consumption in Kowloon was 
161.54 m.g. for an estimated popila- 
tion of 293,060 giving a connumption 
of 17.2 gallons per hend per day, as 
compnrod with 196.31 mug. for an 
estimated population of 177,880, 
#iving a consumption of 26.3 gallons 
per head per day In 1030, 

The rainfall for the period is given 
ns 76.84 os against 96.20 for the same 
perial Inst year, 


DRAMA AT AN 
.OPERATION. 


SURGEON'S FATAL 
SEIZURE, — 


Hamilton (Ontario), Nov, 1), 
A brilliant surgeon, while dying 
himself, conquered the intense 
pain which he was suffering in 
order to complete 4 diMeult aper- 
ation to save the life of another 
man at the hospital hore to-day, 
Dr. Fredorick Mowbray, one of 
Canada's leading surgconH, was 
performing an operation. when he 
had a& heart acizure, 
Although in agony, he would 
not leave the opernting theatre 
« until his task was finished. Then 


“+ he collapsed and died in the hos- 


nital a fow minutes ater, 

Dr. Mowbray was.a member of 
the staff of tho General Hospital 
‘at: Hamilton, and was head of a 
‘olinfc known throughout Canada, 


CAPT, DOLLAR MEMBER OF 
HISTORIC SOCIETY, 


Captain Rebert Doltar, dean of 

mericun shipping men, has been 
‘elocted an honorary member of the 
historic Marine Society of New York, 
which was founded in 1769 and han 
Nsted in itt membership books many 
of the outstanding shipmasters of the 
past and present whose fame is known 
wherever sailormen gather, 

Captain Ralph B. Dirsko, president 
of the Marine Society, haa made 
public the following lotter addronued 
to Captain Dollnr, notlfying him of 
his election: . 

“T have great pleasure in advising 
you that at the-October meeting of 
the Marine Society of the City of 
New York you were ynanimously 
elected an honorary member of. the 
society, Thin honour, han been cone 
ferred upon you in appreciation of 
your efforts in the fleld of American 
shipping, ' A’ certificate, of member- 
ship has been mailed to you thin day, 
under separate cover. : 

“The Marine Society was formed 
in 3769, its objects belng the relief 
af dstresacd shipmoaters, and: thelr 
widows and children, and the pros 
motion of maritime Inowledge, 
has no affiliations, palltteal or other. 
Wise, and Ita finanees are on a sound 
basin, Honorary) membora pay no 
dues, and incur no financial obligation 
in accepting such membershtp, 

2 Noted Mombers, 

“Ite Itat of membern contains the 
names of many famous American 
shipmasters: N. B. Palmer: of the 
Collins Line; Marshall of the famouwe 
Black Ball Line; Creary of the ship 
Flying Cloud; Waterman of the ship 
Challenge; Babeock of the Younis 
Ameren; Samuel Samuels of the 
Dreadnaught; Ezra Nye of the Henry 
ny; Kandall of the Leviathan, and 
inany otherr too nitmerous te mention, 

“As honorary members, George 
Washington, — Alexander Hamilton, 
Robert R. Livingston, Charlos Kvans 
Husches, Calvin Coolidge and J, Bay 
atow Small nre names that Appear on 
the Jint, 

“When Waahington wan incauprurat. 
ed President of the United States, the 
boat in which he eronsed from New 
Jerrey to Battery Park in thin cily 
Was manncd by seven shipmnaters, all 
members of the Marine Soci » Cane 
tal Thomas Randall acting: aw cox. 
swain, 

“Captnin Robert Richard Randall, 
(Be founder of Sailora’ Snug ITarbour, 
Was a Marine Society member, and 
the president and first viev-president 
of the auciety are trustees of that Ine 
stitution, Sailors’ Snug Harbour ia 
und nhvaye has been, self-supporting, 
ond to-day is furnishing a home for 
Heurly 400 worn-out senmen, Captain 
Randall's father, Captatn Thomas 
Kandall, was one of the founders of 
the Murine Society. 

“In welcoming you tu membenhip 
in the society, which it jn nincerely 
hoped you will acvept, we take the 
occasion to extend to YOu or very 
heat wirhes for your continued success 
and happiness." 


RACING ENTRIES, 


SITTING BULL FOR THE 
CHAMPIONS, 


December Handicap, 1 Mile.—Blue 
Boy (140), Ataman (146), Sanction 
(145), Edenbridye (140), King's 
Colour (165), King’s | Service (155), 
Bright Stau (156), Wise Stung (140), 
African Eve (140), Young Pretender 
(40), Spey (150), The Pheasant 
(140), The Gomeril (140), Crown 
Prince (140), Marquis Hall (140), 

Warrier Reef Handienp, ? Mile— 
Floretta | (180), Moon Star (165), 
Rosedrop (110), St. Moritz (165), 
Tunderelnp (140), 

Tardy Stakes, 1 Mile; “BI" and 
“pa” Classes,—Daylight Eve (166), 
Paul Pry (168), Pride of Tsingtao 
(160), Sanction (161), Crown Prince 
(155), Young Pretender (149), 

Nallah Plate; 1 Mile: “D1” Class.— 
As You Like -It (154), Bronze Eyes 
(157), Heliotrope Leaf (166), Twi- 
light (169), 

Hongkong Autumn Champions; 114 
Miles.—Boxing Eye (2h2), Wisdom 
Stag (166), Pride of Tsingtao (165), 
Elliot Bay (1652), Gleneagles (158), 
Sitting Bull (152). 

Hongkong = Autumn Sub-Griflins 
Champions; 14 Milea—Colerity 
(162), Bay of Bellingham II (162), 
Serappit (149), The Grouse (149), 
Pacemaker (152), Fi-Fa (152), Good 
Day (146), : 

Dilatory Plate; 1 Mile; “D2” Claas, 
—Brown Eyes (153), Bright Eyes 
(162), Celerity (159), Choctaw IT 
(160), Happy ‘Choice (161), Sunning 
uae: Sunny Day (148), The Turbot 

Finale Plate; 144 Mileg: "C1" and 
“Co" Claskes.— Britannic Hall (163), 
Imperial Hall (160), Orlando (156), 
The: Gomeril (153), Blue Boy (165), 
Brunswick Hall (156), Crenm Cracker 
(146), Edenbridge (158), Grey Dawn 
(162), Mount “Etburz (149), The 
Phensant (146), Vamoose (149), Wise 
Star (1550.° 


TEN MEN ON A RAFT. 


—nw 


AIRMAN SIGHTS THEM IN 
MID-OCEAN. 


Bulbon (Panama 
Canal), Nov. 10. 

On a raft flonting in the midst 
of wrockago some 75 miles off 
Cartagonn, Colombia, ten men 
have been sighted by a Panamn 

Airwaya pilot. 
he wind was too high to allow 
the nirman to alight and obtain 
details and take succour, but the 
raft and its deaolate crow are 
belleved to be all that romaing of 
Q coasting vessel which was wreck- 
cd a short time ago and could not 
summon help beeause jt waa not 
equipped wi h wirolggs. . 


Minister of Haly in the 
days of the War, 
opponent of Signor Mupsolini 
in 1924, whose doath is reported, 


WHOLE WORLD IN 
DISINTEGRATION, 


Contiimed from Page ts 


the tranquility of 
It was in’ that 


woul! enter, the 
Premicr's Clains, 


amany MacDonald claimed 
t had been re- 
mMarkably swift 
had made an essen 
tion to the country’s: pre 
balancing the budset, 
had dealt: with Abnorm 


change, and they 
policy of maintainis 
value of sterling, 


Referring to rents, the P. 


Had pursued at 
Ne the domestir 


some ovidence of untade 
» and he forecast legisla 
tion which would give protection 
in these cases, 


The Government, he snid, had 
been yiven a mandate to seek 
to revive world trade and 
secure Britain's proper share in 
it, using every resource at hand, 


That mandate they were carry. 


Tater in the | diseussion, the 
Labour onslaught) was county. 
xtrony speeches from the Ns 
treme section of the 
tive Party, who demand 
position of a comprehens 


Tariffists’ Parriet, 


The debate on the vote of ven- 


after Mr, Runciman, 
the ‘Board of Trade, 
the attack of the 
Were strongest 
for the protection of the iron and 
steel industry. 


Mr. Runciman ‘pleaded that more 
time must be granted -to consider 
sueh a vital matter, 


President | of 


their demand 


Edge of Precipice. 


He declared that we were not 
80 near the edge of the precipice 
aK some of the members appeared 
By aasiduity and im- 
partial survey, we 
Tully anticipate 
problema.— Reuter 


a solution of our 


ATTEMPT TO BREAK 


‘A RECORD. 
BRITISH AEROPLA 


London, Dee. 9. 


Preparations 
the departure from Cranwell acro- 
drome, on December 22, of Squa- 
dron Leader Gayford and 
Licutenant Bett, in an attempt to 
set up a new world record for 
distance flown nonstop by an acro- 
plane in a straight dine, 


The present record is held by 
the two American 
flew 5,012 miles from Now York to 
Constantinople, 

Tho British attempt is 
made in a Falrey Jong range mono- 
plane, equipped with u 580° horse- 
power Napler (Lion engine, which 
recontly made a trial 
The destination b 
Capetown, and the route will be 
, Tunis, the Sahara, 
guese Weat Africa 
The distance by 


via Marseilles, 
Nigeria, Portu 
and Walfish Bay. 
this route to 

The record will, however, .be 
beaton {f the airmen reach na point 
100 miles south of 
Rivor in South Wost Africa. 

Tho aocroplane carries near! 
four tons of fuel, 
with an automatic pilot to roliove 
tho airmon at tho controls for 
fomo hours at a" thie, — British, 


- ‘from Goraicn, 


ARRESTED. 


—. 


“HUNT FOR SPADA 
' CONTINUES, © 


+ Afjaceio, Nov. 15, 
It was rumoured to-day that 
Spada, the most formidable of the 
Cornican bandits, had been ap. 
tured, and though the report waa 
denied later the police are hopeful 
of putting thelr hands on him be- 
fore long, also on Bornes, the 

former gendarme. 2 


An accomplice of — Bornea, 
Frosetti, has * been arrested, 
Frosetti is a shepherd; he. ig 6ft. 
‘10in. in height and weighs 22 stone. 
‘Two further arresta that are ex- 
pected to be made shordy are those 
of Cavigloili, the younger, and 
Torre, who are reported to have 
taken refuge in a shepherd's hut 
overlouking: the Gulf of Sayone, 


They are both nephews of the 
notorious Cavigiloli, who was killed 
ina brush with gendarmes a short 
time ago, ‘Torre ts only 21, and 
was formerly a sergeant in the 
Marines, from which he deserted. 
ie is regarded as the niost danger- 
ous of the bandita after Spada, 


He ja armod with an automatic 
rifle, but, like all outlaws, is be- 
lieved to be short of ammunition, 
His companion, CavigHoli, wos a 
boot boy in an hotel in Ajneeio 
before joining his uncle's band, 


The authorities are endeavouring 
to dustroy the idea, which is ens 
cournged by certain writers, that 
there ia anything romantic about 
Corsican banditism, The modern 
bandit, they point out, is an aa. 
Rasadn and 4 robber neither better 
nor worse than his fellow on the 
Continent, and it) is necessary to 
dissipate the halo of tragic klory 
and fatality. with which certain 
xentimentalists: surround them, 


Considerable Fortunes, 


Another Musion commonly enter- 
tained is that concerning the way 
of Hfe of the bandita. ‘The latter 
are frequently represented as pass- 
ing their lives concealed in im- 
Preguable mountain — fastnesses 
from which they descend from time 
to time into the plains to murder 
and plunder the peace-loving popu- 
lation. The truth fs that they 
generally sleep in a bed in’ their 
own house, which js usually the 
best and moat comfortable in the 
village, 


Except when there ix a strong 
vores OF pollee on thei tracks, aa 
aU UL) pressnt moment, they make 
no atlempt to hide, but go about 
their busines ke anyone else, are 
known to everybody, and even show 
themselves in the town. 


Their means of livelihood, are 
extremely varied, and include such 
apparently respectable occupations 
48 running public charabanes and 
house-building. The fortunes thus 
amassed, based on an original 
capital collected at the point of a 
un, are often considerable. 


The greatest danger threatening 
a bundit, morcover, is not from the 
police, but from hia own followers, 
He lives in the midst of a band of 
“yuides,” minor rnffians Serving 
their apprenticeship as extertioners 
who form his bodyguard, protect 
him from his enemies, und aid him 
in his enterprises, {n return for 
being fed and entertained at his 
expense, 


The greater the prestige of the 
chief the mere numerous — and 
clamorous the band, und the greater 
the need of augmenting his income 
in order to satisfy thelr demands. 
The day that he censes to do so or 
gives renson to one of them for 
discontent he risks betrayal and his 
fate is sealed, The bandit’s life, 
in fact, even though he be “King of 
the Maquis,” is not without its in- 
convenfanees, & 


Methods of Blackmail. 


The methads employed by these 
gunmen ‘in exacting their toll of 
the law-abiding is well jHustrated 
in 4 recent exploit of Joseph 
Bartoli. A man eatled Ollandini 
Proprino, a garage proprietor, was 


,ordered by. the bandit ta hand over 


nosum of £250 sterling. 


In spite of threats he ignored the 
command, Shortly after a notice 
signed by Bartoli appeared in all 
the Ajaceio papers giving warning 
thut canybody using Ollandini's 
motor service would do so at their 
own risk, + 


The significance of this an 
houncement was perfectly plain to 
any. Corsican, Not n single person 
dared to use Ollandini’s , cars, 
Fareed with the collapse of his busi. 
ness Ollandini surrendered. He 
asked, however, to have the bribe 
reduced to £200. “All right,” re. 
plied Bartoli, “you can pay the 
FYemaining 60 Inter. But at what 
shall we fix the interest during tho 
delay?” : 


* OMeial action is being. taken to 
suppress the false news which has 
‘been published in certain foreign 
papers. A Journalist, who sent a 
report that the present operations 
ore directed not-so much against 
bandits as against the “Fascist 
Propagandista,” has . boon warned 
that If he continues to spread auch 
false reports he will be: expelled 


BROADCAST 


EUROPEAN CHILDREN’S 
PROGRAMME. 


From 2. B. W, on a wavelength of 
36h metres, 
6,00-5.30 p.m, European children’s 
recorded programme, , z 
Orcheatral-Rhythms for Childron:- 
Spinning Song-Tho Little Hunters- 
Of no Tailor and « Bear-The 
Wild Horseman. 
‘Victor Orchestra, 20168. 
Recitation-Jack and the Beanstalk. 
Sally Hamlin. 21006, 
Pinno Solos-Lullaby-A Jolly Timo 
(Primo).: 


' Piang Solos-Lulinby-A Jolly Time 


(Secondo), 
‘Hazel Gertrude Kinacelin, 20156. 
Recitation-Cindorelta, #30 
i wSally Hamlin, 21097: 
5.30-7.00 p.m. (approx:). 

Relay of “Tho Smiling Lioutonant” 
from the King’s Theatro by courtesy 
of tho management. 

7,00 pm. (Stock quotations, mail 
Notice, ete.). , 

7.03-B pm. Programme of Victor 
recorda, : 

7.03-7.30 p.m, Instrumental, 


Violin Solo-Ruralin Hungaricn~ 


Presto (Dohnanyi). 
Violin Soto-Ruralin Hungarica- 
Molto Vivace Dohnanyi), . 
Fritz Kroigler, 1428. 
Pinno Solo-Hungarian Rhapsody, 
No. 4 (Liszt), 
Piano Solo-Stnecato-Caprice 
(Max Vogrich), 
Yolanda Mero, 1165. 
Violin Solo-Legend of the Canyon 
(Cadman). 
Violin Solo-Caprico Antique 
(Balogh-! ofslor). 
Fritz Krelsler, 1093, 
Pinno Solo-Alt-Wien (Old Vienna) 
(Godowsky) , 
Piano Solo-Prelude jn A Minor 
(Debusay). 
Tsabello Yalkovaky, 4115. 
7.30-8.00 p.m. Orchestral, 
In a Clock Store (Orth). 
A Hunt in the Black Forest 
(Voelker), . 

: Victor Concert Orchestra, 35792, 
Egmont Overture (Beethoven), 
Raymond Overture (Thomag), 

Vietor Symphony Orchestra, 


35700-35024, 
Local time and weathor 


Pm Chinese Studlo 


10.30 p.m, Rugby mid-day press 
news, 


10.30 p.m. Close down, 
5 All records in the pbove Europenn 
rogrammes are kindly sy 1 by 
Mensra, Tsang Fook Pitino roa st be 


IF YOU LIVED IN 
RUSSIA. 


a 
(Continued from Page 6.) 


makes all mothers register their 
babies at the local institute. and 
tnke them back for examination at 
atuted intervals. ; 

If you happened ta be an old 
bourgeois in Russia and sick, yor 
mittht not be able to yet a doctor 
at all. However, practically every. 
body who has got oa job under 


the new regime tbelongs to some. 


Co-operative or some unfon that 
has ita own medical centre, For- 
ciguers now are looked after by 
the Russian Red Cross. 

You can get 2 doctor to come 
and see you at home by paying 
extra for him. He will be attach- 
ed to some hospital and paid by the 
state, but after working hours he 
can have private practice if he 
wants it. Unless he is a Com 
munist, that is. No communist 
can work for any ‘private in- 


dividual, . 


_— * fF 


With housing conditions so bad 
in Rusain to-day, the whole theory 
is to take sick folka to hospitals 
for treatment. 

I visited one of the Moscow 
downtown hospitals to sec an 
American boy who had hurt hia 
knee. He was in a ward with 10 
other men and was enjoying the 
spirit of the ward. Nobody in it 
was gloomy... No one was worry. 


ing about bills, Nobody was . 


afraid he would lose his job while 
he was sick. The government was 
taking care of that. 

Tf you were'n Russian, you would 
be placed in a ward if your ease 
was slight. If serious, you would 
be given a private room. The de- 
cision of who gocs into whieh 
room is baged only on the pate 
tient’s needs, 

~_ * rn ‘ 

1 visited two of the “rest homes" 
near Moscow. maintained by unions 
for thelr sick workers, They were 
sanitariums that, according to 
our standards, were pone.too com- 
fortable, But to REusians, never 
used to comfort, thesc homes with 


clean beds, comfortable deck - 


chairs out in the sun, special medi- 
cal treatment and nourshing food, 
wore heaven! 

Down in the north Caucasus. I 
saw an out-door camp for tuber- 
cular children. Hore tho sovern- 
ment sends children with slight 
defects, underweight tots, with 
malnutrition of a touch of tubor- 
culoals, : , 

Down in the Crimen the former 
ezar’s palaces are now sBanitarl- 
ums. All through Russie, old 
country palaces are boing turned 
into governmont rest homes. In 
Khorkov'I saw a huge new clinic 


-of which the workers boast. It 


has some of the best modaorn elee- : 
trical equipment in all of Europe. sia....Privacy in a compartment rd 
It has Just been completed as part {occupied by both men an women, 

of this dlatrict's “Fiye-Yoar Plan.Jand all utter strangers, : ; 


"10, Ice House Street, 


AGLYN'S HATS 
FOR MEN, 

Every "Glyn" Hat possesses 

that little extra that makes the 

q difference in Hat Valuc over 

9 other makes, no matter whother 

Ait js a hat at $19.60 or higher 


price—the difference in disceor- 
noble. | 


: Stocked in Soft Felts, Bowlers, 
f Tweed Hats and Caps, Single 
and Double Terais and Silk Hatys, 


Call and let ia show them to yote—we kuow they will be of 
inteveat, : 3 


Other qualities $12.50 $15.50. - 


. IN ALL CIRCLES : 
OF LIFE IN CHINA 
3 YOU FIND 
; ARTS & CRAFTS | 


= | FURNITURE | 


IT MAY BE ONE YEAR OLD 
IT MAY BE TWENTY YEARS OLD 


BUT STILL GIVING 
COMFORTABLE 
SATISFACTORY SERVICE : 
AND WEARING QUITE 

, 4 GOOD APPEARANCE 


AND WHY SHOULD IT NOT? 
“IF WS ARTS & GRAFTS FURNITURE” 


containing 


3 BOTTLES 
6 BOTTLES 
12 BOTTLES 


“BUCHANANS - 
LIQUEUR" 


ses, 
conta ning 


3 BOTTLES 
6 BOTTLES 
42 BOTTLES 


Sole Agents:—DODWELL CO., LTD. 


Liang You _ - jt 


Ladies’ and Gents’. Hairdressers 


: : ALSO : 
Mr. St. OUEN 
PERMAMENT WAVING 
Introductory Price @2ZO.OO 


King's ‘Theatre Bldg. (Ground Floor) Phone 20315. : 


> Next: | Travelling in Soviet Rus 


THE HONGKONG TELEGRAPH, 


GIVE YOUR FRIENDS 


AN XMAS airt THAT 
WILL BE GRATEFULLY 
APPRECIATED 
‘i 
‘SPECI\L XMAS DECORATED CASE OF 


JOHNNIE 
WALKER 


bots. per case 
& 
6 bots. per caso 
both 


RED & BLACK LABBL, 


Obtainable from ;. -Wing On Co., 
Sincere Co., 
Chan Yuen 
Sang Tai 
Ty Sing 
Hung Cheong, ete. 


and from Sole Agents: 


CALDBECK, MACGREGOR & CO., LTD. 


|__ THREE CHAMPION EVENTS | 


ADOLPHE MENJOU 


(THE PRINCE OF LOVERS IN ‘THE GREAT LOVER‘) 


‘BIG’ BILL TILDEN 


(THE KING OF TENNIS) : 


LAUREL an» HARDY 


‘THI MONARCHS OF MIRTH IN ‘OUR WIFE * 


A BEAUTIFUL WOMANe 
A GREAT MAN® ic 
A TRAGIC LOVE} 
ET pment 
ad 


She wrecked her tlfe to 
bolld a career for him 


HEAD OFFICE - TORONTO, CANADA 
. (Occupied exclusively by the Company) 


Because Life Is Uncertain 


“HE that hath wife and children,” 
wrote Sir Francis Bacon, “hath 
given hostages to fortune.” Because 
life is uncertain let a Manufacturers 
Life policy secure the future of loved 
ones. And remember, too, that life 
insurance will guarantee independ- 
ence, and so add years of contentment 
to your life by lessening financial 
-wolries, oan , <e 


Established 187 
‘MANUFACTURERS LIFE 


INSURANCE COMPANY 


Mr BE. J. B 


LOCAL CRICKET, 


— 


HONGKONG UNIVERSITY . 
--* TEAMS. 
The following hive beon chosen to 
represent the Univernity 1st. XI ina 
frlendly match against C.S.C.C, on 
Saturday, nt 2 pan om tho home 
Fround,—D, J. N. Anderson, AT. 
Lee, L, T. Ride, PF. R. Zimmem, A. 
Bakar, A. M. Rodrigues, P. M--N. 
da Silva, A. T.: Nomanbhoy, H. 
Nomanbhoy, E. L. Gosnne, A. N. 
Other. . 


Volunteer Team, 

The following: team will represent 
the Volunteers in their mateh against 
the Club de .Reereio on the tatter's 
ground on Sunday, December 13th, 
commencing nt IL aama—A. C, Beck 
(Capt). KR. Griffithe, EL Re West, 
N, A. EF. Mackay, S. VY. Gittins, D. 
Melellan, LS. W. Smith, L. To Ride 
and A, UH. Harbord. 


FANLING HUNT. 


"| wards 


HOUNDS TO MEET DURING 
DECEMBER, ° 
The will 


Fanling Hunt hounds 


HOCKEY. 


TEAM v. BRITISH 


CLUB “A" 
: SCHOOL, 


Hongkone Hockey Club “A” team v. 
K.B.S.F.P.A. on Club ground at 5 p.m, 
bo-morrow:—E. S. Mores, L. A. R. 
Dunenn, L. F. Nicholson, F. W. Allen, 
FE. G. Dale. K. #H. Uttley, R. W. 
Sapsed, W. H. Smith, R. H. D. Wade 
W. A. Nowers, G. F, Rees, 


EASTMAN 


KODAK 
COMPANY. — 


+ points), 


LOCAL RUGBY. 


HONGKONG BANK TEAM 
BEATS KOWLOON. 


The ntaf of the Itongkong and 
Shanghal Bank added a feather to 
thelr cap when thoy turned out a 
Rugby XV and managed to got the 
Letter of their opponents, Kowloon 
REC, by six points to three, 


The match was played on the Foot- 
ball Club ground at Happy Valley 
yesterday, in conditions which wore 
more akin to the wet dey rugger 
one fs used to'at homie, and ax a reault 
the game was mainly n formvard one. 


It was a matter of regret that Mr. 
Vv. M: Grayburn, the Chief Manager 
of the Bank, was unable to referee, 
but Engineer-Commander Wilsgn 
(IL M.S. Kent) deputiaed for him. 


The game started with Kowloon 
Playing three men short, but the late 
comers arrived before play had been 
in progress many, minutes. The Bank 
had tho better of the carlicr exchanges 
and went ahead through a penalty 
foal by Robertson. Conditions were 
all against handling and there were 
few promising movenrenta, but both 
packn of forwards brought off seme 
geod rushes and the play never lacked 


COMING SOON: 
KINGS’ 


She" welcomed life 
withopenarms—love 
with a trusting heart. — 


STILL MORE RAIN, 


CRICKET MATCH AT SYDNEY 
ABANDONED. 


Sydnoy, Doe. 9. 
Owing to rain thero was no play 


interest. Once when the Bank for- in tho match between New South 


heeled cleanly a promising 
threequarter movement was spoilt by 
Hyde holding on too long, and several 
chanees were Jost by the Kowloon 
backs when passes were fumbled, 
Towards the end of the first half 

‘obertson put the Bank further ahead 
with a very fine kick fram o penalty 
awarded for off-nide, and the Bank 
a at the interval hy six Points to 
nil. i 


The ‘second half was mainly a 
struggle between the tye packs of 
forwards, all attempts to open up the 
Ramo 
difficulty of handling the grensy ball. 
The Kowloon forwards had if any- 
thing the better of the exchanges, but 
the Bank wero superior behind the 
scrum, although the defence of the 
Bank backs was not always to be 
relied on. About midway through the 
second half Ferguson’ scored a run. 


| away try for Kow! ippi 
The following will represent tho tas ry for Kowloon, outstripping 


18 opponents In n run from the 
halfway line and scoring between the 
posts—the try however remained un- 
converted. There was no further 
scoring and the Bank were left win- 
ners with the score.—Hongkong and 
Shanghai Bank, 2 penalty goals (6 
Kowloon R.F.C, 1 try (3 


own 


Proving futile owing to tho|* 


Wales and the South African tourists, 
‘tha match being nbandoned. 

At tho close of play on Tuesday 
Now South Wales had scored 600 
tuns, (Bradman 219 and Hird 101) 
while South Africa had mado a total 
of 185 for the loan of ono wickot, 


(Curnow 81 not out and Morkel 70- 


not out).~Roxter, 


INTERNATIONAL GAME 


ENGLAND'S SOCCER WIN 
OVER SPAIN. 


London, Dee. 9. 
At Highbury to-day, in a soccer 
match, England beat Spain by 7 sronly 
to one,—Renter, 


SSS] 
Points), 

We would like to congratulate the 
Hongkong Bank not only on their 
victory, but also upon their fine effort 
in putting a team In the field. Rug 
ger in Hongkong owes a debt. to the 


Bank for tho support it haa recelyed 
from the Colony'’s premier “hong.” 


a Camera 


Hawk-eye cameras, either 


folding or 


.in box form, 


provide the most inexpensive 


hobby . possible. 


Available 


in beautiful colours, they are 
of comfortable size and tale 
really good pictures with the 
Kodak—dependable—film in 
the yellow bow, ot 


fF Set 


t 


24, YUEN MING YUEN ROAD, 


Shanghai. 


67, DES VOEUX ROAD, CENTRAL, 


Hong Kong. a 


‘ DEALERS EVERYWHERE. 


SK AT KODAK DEAL 


YOUR FAM 


You cannot be too particular over cleaning good 
_plate—gold, ‘silver or electro. Clean it with 
‘ADAMS’S PLATE POWDER. It leaves no 
chemical deposit, cannot scratch and gives an 
astonishing lustre. No chemicals—no mercury, ' 


. Sole “Agents: , 
W. R. LOXLEY & co., HONG KONG. 


ADAMSS- 


PLATE POWDER: - 


A century’s reputation. 


NOW OPEN 
| - THE 


“BRUNSWICK HOUSE” - 


ARCADE—GLOUCESTER BUILDING 
(Operated by The China Phonograph & Radio Ltd.) 


COMPLETE STOCK OF 
LATEST 
DANCE HITS 
BRUNSWICK & MELOTONE. 


- Electrically Recorded 
RECORDS, 


Music to Suit Every Taste! 
‘Machines to’ Suit Every “Pocket! ~~ 


Come Round for a Demonstration. 


Pleasing your family with 

. your photograph’ is morn 

than Christmas sontiment 

—it’s on obligation you 

owo to the noxt gonerastion. 
Appotnatmenta: 


Komor & Komor 


Spend a few minutes at our studio to-day ‘and 
dismiss the family gift problem from your mind, 
Sittings Day and Night, 


- Kobza Studio. 4, The Albany. 
Tel, 21070. 


For a good fit 
go to 


A-MAN, HING 
‘CHEONG 


(LATE AH-MEN HING CHEONG 


_ & 09) 


TAILORS, DRAPERS 


~. &. OUTFRITERS 


to Military Officers: 
for many’ years. 


MARZIPAN & DESSERT SWEETS 


Mee 
ds 


HANDSOME TIvS OF 


THE. HONGKONG TELEGRAPH, 


DELICIOUS 


and 


_—_— 


HANDSOME BOXES AND 
CASKETS OF CHOCOLATES - 


by 


WHOLESOME ; 
| CONFECTIONERY 


Ca DBURYS 


‘FRYS 
FULLERS 
CALE YS 


Prices from $2 to BIS 


ASSORTED 1OFFEE— by 
by IDEAL PxESENTS 


MUARAYS & CLARNICO 


Obtainable at 


LANE, CRAWFORD, LTD. ® 


Here’s some “4711” | 


When office work palls, ex- 
guinite “4711” will prove Ite 
outatanding .value .to ecembat 
mental .and  phynical fatigue. 
Some "4711"—thin excellent and 
genulne Ean de Cologne—dabbed 
on temples and forehead, revives 


day. 


water In bath and wash basin, 
use {t am an after-shaving lotion 
too—datly, 

“4Tl" Eau de Cologne and 
{to allled 
recognized by the 
“ai 
Label, 


pameral 
on thelr Blue and Gold 


FOR THE KIDDIES. 
$4.50 per tin. 


BUTTERED AND FRUIT SWEETS 


BARKER DOBSON 


change Buildin 
Ground Floor, 


and Invigorates om the hottest A 
-Inhale .its .refreshing f 
aroma, add it lavishly to the 


toiletries are easily f 


Ba 
Gold abe 


Genuine 


Eau de 


Ologne | 


ign DS 
Not te 


TRG CD ars 


3G 


AA 


ee voR aie Canela 


Sree As 


CINEMA SCREENINGS. 


a 


NOTES SUPPLIED BY THE 
_ THEATRES, 


In a huge motion picture atudlo, 10 
many varictics of peopl are employ- 
ed that frequently it is not necessary 
to go beyond plant walls ‘for export 
technicnl advice on problems far re- 
moved from actual film production. 

Mctro-Goldwyn-Mayer's “The Grent 
Lover,” whieh will open at the Queen's 
Theatre on Sunday with Adolphe 
Menjou in a fentured role, is a por- 
tinent example. The plot of this 
picture concerns the love affalrs of n 
great French baritone and in Inid 
largely in and about the Metropolitan 
Grand Opera Houne in Now York. 
It was of considerable importance 
that the opera-housa atmosphere be 
authentic. < ‘ 

When the question camo up aa to 
who would poss an the sots and prs- 
Pertion, It was found that it waa neces. 
Bary to go no farther than the office 
of Dr..P, Mario Mariafioti, director of 
voice instruction nt the Sf-G-n 
studios. 

For eighteen yearn Dr, Marlafiott 
war a volce specintist for the Metro- 
politan. He also achteved distinction 
ne coach for: Enrico Caruso, the 
method of vocal instruction which he 
perfected while with the famous 
talian tenor being known na tho 
“Caruso Method.” No one could be 
hotter fitted than he to act as techni. 
cal advisor for episodes recreating 
office and stage scenes at the world's 
Most Important opera house. 

"The Grent Lover" js not a singing. 
pleture, Its action takes piace large. 
ly bnekatage at the Metropolitan with 
the singing morely incidental to the 
romantic action which centres about 
the romantic M. Paurel” celebrated 
baritone, portrayed by Menjou. 

The picture wan adapted by Geno 
Markey and Edgar Allan Woolf from 
the stage play which was n acnaation. 
al auecers Keveral seasons ago, and 
was direvted ty Harry Beaumont. 

Appearing with Menjou are rene 
Dunne of “Cimarron” ‘fame, Ernest 
Torrence, Neil Hamilton, Baclanova, 
CUM Edwards, Hale Hamilton, Roseo 
Ates, Herman Bing and Else Janssen, 

“The Sea’ God.” 

Drama to the depths—action and 
adventure to the crested tips of the 
topmost palm, is offered to-day at 
the Central Theatre in "The Sen God,” 
Paramount talking romance dealing 
with the experiences which befall a 
bronzed young sea-god, a primitive- 
tempered maid of the South Seas, and 
a brutal trader, on, about, over and 
in the waters surrounding » cannibal 
isle. 

Richard Arlen and Fay Wray, the 
“Border Legion’ lovers are the -prin- 
cipal wayfarers. Eugene Palette, a 
sergeant of slouths and cowhand of 
parts, gocr “salt” as Arlen’s firat- 
male, firstelans,, Robert Glecker Is 
the “mennce;” and other subordinate 
portrayals are given by Ivan Simpson, 
Bob Perry, Maurice Black and fred 
Wallace, : 

Novelty of viewpoint, or uhould wo 
say “car-point,” is _n bizarre touch of 
this production, directed by ‘the as-, 
siduous and alert’ George Abbott, 
whose “Manslaughter” attained wide- 
spread favour, while serving Cal. 
audette Colbert with new steps to 
fame‘s very pinnacle. Far from pro- 
snic is Abbott's method of showing the 
savages attacking ship, The audience 
is taken below the surface of a smilit 
erystal sen, and shown the action as 
Arlen - sees --it, looking up for the 
ocran floor. 
subsea, the gurgle of air lines and 
implements, the pebbly wash of div- 
ing armour propelled wbout. is captur- 
ed by a new camera-microphone de- 
veloped by Paramount, said to be 
capable of operation at grent depths 
without the protection of a° 
bell. 

Events bizarre as an untapped 
world are unfolded as the youthful 
adventurer outwits pagan tribes, beats 
back a rival, captures the heart of a 
girl and sails away with love’ and 
fortune, all the spoils of 2 victorious 
spirit. 


The mysterious hum of! 


diving |’ 


M. HYMANS LEAVES, 


—_—— 


BELGIAN MINISTER'S VISIT 
TERMINATES, 


: London, Dec, 9, 
M. Paul Hymana, the Belgian 
Foreign Minister, left London this 
morning for Brussels, 
Sir John Simon, tho Forefgn 
Seerctary, and the Belgian Am- 
Dassador, were at the atation to 


rtake leave of him-British Wire- 


less. 


re 
“The Smiling Liesitentant.” 


You don’t know Maurlee Chevalior 
until you've seen “The Smiling 
Licutenant” nt the King’s Theatre, 
“The Smiling Lieutenant” ‘has the 
whole of Maurice Chevallier bound up 
in a alngle Joyous role. Hia captivat- 
ing personality, his shy and wicked 


Tove-mnking his meaningful singing | - 


of the meaning lyrics, all these things, 
which each of his picturea to now have 
Presented in part, are projected at 
full force from the sercen in “Tho 
Smiling Licutennnt.” 

The picture ie another of those de- 
lictous” Ernet. Lubitsch Productions, 
but, unlike “The Love Parade,” it is 
4 real, down-to-earth comedy romance 
dealing with a smart and carefree 
soldier whose smile -wins him the 
heart of two women, it has delightful 
cdmedy moments interrpersed with 
tenve emotional, scenes. Claudette 
Colbert and Miriam Hopkins are the 
aweethenris who turn Chevaller’s head 
and henrt. 

Charlle Ruggles’ charncterization is 
an nsset to the picture which, in less 
brilliant circumstances ‘would made 
a show all its own. ae 

But, perhaps the outstanding fea- 
ture of the show are Chevalicr’e songs, 
which, put across jn Chevalier’s 
own inimitable stylé, send the au- 
diences” out lilting and humming. 
“Breakfast Table Love," “That's the 
Army,” "Jazz Up Your Lingerie” are 
tuneful lyrics which are recalled and 
recalled with a amile. And yet, Smil- 
ing Lieutenant" is not n musical show 
in any sense. The songe nre 
Chevalier’s; they fit naturnily into the 
story, and pep up the action. 

“East Lynne,” 

One actor of the old silent daya 

whose stur was brightened rather 


than dimmed by the advent of talking 
pictures ix Conrad Nagel, who with 


Clive Brook heads Ann Harding's all |, 


star cast in Frank Lloyd's Fox Movie- 
tone production, “East Lynne” which 
fa eeheduled to have {tx initial local 
showing: very soon at the King’s 
Theatre. While the voice of the 
sereen hax sunk many old timo’ 
favourites into the depths of oblivion 
tt has mnde of Nagel one of the mont 
sought after artista in Hollywood to- 
day. ‘ 
The best reason for his phenomenal 
success Js to be found in Nagel’a own 
summary of himself. He snys, “The 
Moment: I vome within range of the 
camera I forget myself entirely ond 
hide my own personnlity in that of 
the character I am portraying. Thix 
makes for naturalness, the most im- 
portant clement of histrionics. I try 
not to devclop an acting forte and 
shun with horror type roles." 
Caudeville was the 
ing him to New 
Natural Law" 
legitimate role. 


; _.Then he played 
“The Man Who Came Back," and ap- 
peared opposite Alice Brady in “For. 
ever After,” 

His first. camera experience was in 
1918 in “Little Women.” Some of 
his recent pictures include “Tin Hats,” 
“Thirteenth Chair," “Red Wine," “The 
Klas," and “Ship From Shanghai.” 

In “Enst Lynne" Nagel essays the 


dillcult role of Carlyle, the husband 
of Ysabel, the churacter enneted by 
Miss Harding. | Cecilin Loftus and 
Beryl Mercer are the other featural 
Players in the perfect all star cast, 
‘whirh includes auch favourites as O-~ 


BP, Heggie, David Torrence and Fiorn 
Sheffield, , . 


A GUARANTEE. 


that there 


It is hereby guaranteed 
are no special 


_ THURSDAY, DECEMBER 10, 1931. 


THE CHARTERED BANK OF 
INDIA, AUSTRALIA & CHINA. 


Incorporated by Beyal Charter 1658, . 


HEAD OFFICE:—LONDON, 
Pald-Up Capital . 23,000,000 
Reserve Fund . 4,000,000 
Reserve Liability ++ 8,000,008 


AGENCIES AND ‘RANCHES, 
RANGOON ILOILO ALOR STAR 
IPor AMRITSAR 
KARACHI DANOKOK. 
KLANG DATAVIA 
KODE BOMDAY 
KUALA CAROUTTA 

KANGSAR CANTON 
KUALA. CAWNPOnE 
LUMPUR OENU 
KUCHING COLOMBO 
MADRAS DAIREN 
MANILA DELHI 
MEDAN MAIPHONG 
TSINGTAO NEW YORK HAMBURG - 
YOKHAMA  PEPING HANKOW 
ZAMDOANOA Peking) NARDIN 
PENANG HONGKONG 


opened Danking 
business transacted. . 

Ourrent Aocounte opened and. Fined 
Deposits recelved for one year or shorter 
Periods at rates which wil) be quoted on 
epplication, 

J. STUART, 


Hongkong, 17h August, 1931. ; 


SHANGHAL 
SINGAPORE 
SITLAWAN 
SOURADAYA 
TAIPING 
TIENTAIN 
TOKYO 
TONGEAI 
(Obuket) 


Foreign Exchange and 


THE YOKOHAMA SPECIE 
BANK, LIMITED, : 


Capital (fally pald up) . 
Rewerve Fund .....0... 


TIKAD OFFICE.—YOKOMNAMA. 


-Y 118,000,000 


Alexandr: 
Hatavin 


Canton 

Changchun Manila 

Datren (Daloy) Nagnanki 

Fenatien Nagoya 
(Mukden) Newchwang 

Hamburg 

Hankow 

Harbin 

Hongkong ‘Teinanfu 

Honolula Tulngtau 
Interest allowed on Current Accounts, 
Deposits received for Nxed periods at rates 

to be obtained on application. , 

gH. MORI, 

Manager, 
Hongkong, March 11th, 1081, | 


THE HO HONG BAN 
LIMITED. 


(ESTABLISHED 1917.) 
1 — 
Authorised Caplial ....,...Btraite $20,000,000 
lasned Capital .. 6,000,000 
Pald-op Capital .....0..65 4,000,000 
Reserve Liabilities of Share- 
holders seit 

Surplus, 


HEAD OFFICE1—SINGAPORE. 


Shimonoecks 
Singapore 
Bourabays 
Brdacy 
Tientain 
Tokyo 


4,000,000 
3530,000 


Branebes! Agencies and Correspondents to IND: 


the principal cities of the world. 
Every description of Banking and Exchange 
transacted. 


business 
TaN ENG HOOI, 
Mdanager, 
Se 
BANK OF CHINA. 
28, under special 
€ The National Gavernment as an 
INTERNATIONAL EXCHANGE BANK 
Subscribed Capital $25,000,000.00 


Patd-Up Capital . 24,710,000,00 
Reserve Funds , 8.820,603.82 


DEAD OFFICE: SHANGHAI, 
HONGKONG BRANCH, 


we are able to 
jal facilities for 


Wi 
oth 
oot! 
Manager. 


UGLY SIGNS 
OF DISEASE! 


HONGKONG FOOT! 


Your foot may itchand burn. Cracks 
between your toes, skin peela and blis- 
ters. Tho poisonous germs, tinca tri. 


HONGKONG AND SHANGHA) 
BANKING CORPORATION. 
————$—_-_-_____. : 


Authorised Capital ... 
Tesued and Fully Pald-up 
Sterling 


Reesrva Liability of Proprietors + 029,000,099 


DEAD OFFICE: 


MUAR (Jobore) 
BUKDEN 

NEW YORK 
PEIPING 
PENANG 
RANGOON: 
BAIGON 
BAN FRANCISCO 
GILANGHAL 
SINGAPORE 
BOURABAYA 
BUNGE! PATANI 
TENTSIN . 
TOKYO 
TSINGTAO 
YOKOHAMA 


Currant Accounts opened in Local Currengy 
and Fixed’ Deposfis received for one year od 
shorter periods In Loca? Ourrency and Sterthhg 
on terma which will be quoted on applisatiolg 

Hongkong, 18th May, 1031, 


HONGKONG SAVINGS BANK 


‘The Business of the above Bank fn oom 
ducted by the HONGKONG AND BHANGHAS 
BANKING CORPORATION, ftulee’ may be 
obtalned on ‘application, 

‘FOR THE NONOKONG AND sHANGHA) 
BANKING CORPORATION. 

Vv. M. GRAYBURN, 
Chief Manager,. . 

Hongkong, 16th July, 1980, - 


THE NATIONAL CITY BANK 
OF NEW YORK, 


HEAD OFFICE: 55, Wall Strees, 
New York. 


Capital, Surplus. . 
and Undivided 
Profita .......U.9.9224,554,298 ° 


Branches {n;— 


URUGUAY 
VENEZUELA 


may be as- 
plication “to” the ee 


F. McD. COURTNEY,. «. 
Manager. . 
Hongkong, 20th February,’ 1981. 


NEDERLANDSCHE al 


. MAATSCHAPPYHJ, N.V, 
‘Netherlands ‘Trading Becety.) 
‘| BANEERS, ‘ | 


.  RSTADLISHED 1034, 


Hongkong Offiedt 11, Queen's Rosd,: Osutte: 
Autborieed: Capital ......Guiléere 180,000,008) 


(812,500,006.) 
Pald-Up Capital’ ........Gullders $0,000,0084 
? (a 78.) 
Reserve Wuod ....,...,..Gallders seanaens ; 
40,834,508, 

Need Once: —anatanioe 


Eastern Heed Officet—HATAVIA. 
art 
Dl haved oi 
RANCHES ;—Bandfermasty, 


Our New Office 

- 1c S grades of Wakefield Castrol 
Motor Oils unobtainable by.. 
the general public. The oil 


distributed here - by the , ; | ne 
undersigned. is exactly the 


ARE NOW SITUATED AT 
QUEEN'S . BUILDING sdine as that. used in all the ; ; : ABSORBINE Jr 
. : : ; , tecord breaking achieve- -. - | KILLS the germs of 


coe “ ments standing to the credit HONGKONG. FOOT 


of this aristocratic lubricant, = 
Lhe sores, 
8. Apply 


lems 
ABS DUN Ore ‘all iy. 
ADBODLING Jr. foy years has re. - 
Dore musctss, mceoatar 


chophyton, which cause the disesse of do Penang, 

“HONGKONG FOOT "ny eet Rotterdam.* Semarany,* 

Thoy lurk evorywhore; penotrate tho Bebo). * 
zaviatien and ‘eltevreden.* 


GROUND FLOOR——PRAYA. 
ENTRANCES PRAYA AND CHATER ROA 
A Few Steps to the left trom the Star Ferry. 


THOS. COOK & SON, Ltd. 


(General Forsign Passe::ger A gents, Pennsyloania Railroad.) 


THE BANK.OF CANTON 
LIMITED. 
af ely meqquschly | 


- Seldat all Leading Pharinactes a ROTABLIENED 1018, . 
tute, Maat oh Ine, ‘Head Office:—Hongkeng. “e 


Any misunderstanding on 
this point is no doubt due to 
the fact that Castrol costs 
no more than ordinary motor 


oils, 
—. wiherived Onpltal 


Castrol. Motor. Oils “are ————_ 
‘MASSAGE HALL 


quality products & no alter- 


native or inferior grades are: . : % 
manufactured ‘by 2 A MRS. S.: UZUNOYE . : 
5 ats : 57, Quoon’s Road ©, 2nd floor, 
_ 7 Expert Masseuse, hs 


MRS. MOTONO, | 
' Massage, 
__ Hand ‘and SBlectrie: : 
-~81b, -Wyndham~ Street, -~ 


iid _ | MESSRS. C.'C. WAKEFIELD & CO., LTD. 
WAGONS-LITS CO..- |I]_ sitees tector tannin, 
et ; im * Pet _" “ROBERTSON, WILSON: &,CO!, Lig,“ 
: oes ee eee ve Distributors in South China: - . 


LONDON SERVICE 


AJAX 


A 


13th Dec For Amaterten, London, Hamburg 


& Dunkirk 
Hotterdam 
& Glasgow 


NTENOR 25rd Deo For Maramtles, London, 


LIVERPOOL SERVICE 


ULYSSES 
AGQAPENOR 


A 


CYNDAREUS 


16th Dee For Port Sad, Genoa, Haver, 
Livorpant & Glangare 


For Mort said, Genoa, Havre & 


Liverpool 
NEW YORK SERVICE 

DRASTUS Ith Dew Bor Boston New Yoel & Halttmore 
via Philippines, Port Swettenha a 
& Singapore 

PACIFIC SERVICE (vin Kobe & Yokobamay 

XTON Mth Vee “ 
Votle tan 


1th Jan 


Var Vietora, Vag ver & 
Vor Vietaria, Vantver & 
INWARD SERVICK 
Due Meh Dee For Shinshst & Waren 
Due Minh De From Now Verl 


Alma eirge Sh ovnsre tle Lone ted pasar ctgee vee vende 
sjicelally. geduniedl fab ! ieee ace cnmindatiage 

Bor freight, pnteage cates 
montionrd, 

AML bookings arn suhjes 
Bilt of Lading 


soft scmeeti apply ty the cater 


tot tds 


provanna of the Company 


BUTTERFTEUD & SWIRK 


ie 


Te Se eS Sen ene a nn eee oY 


Agente 


REDUCED THROUGH TICKETS TO EUROPE YIA U.S.A. 
VARYING FROM 279 to £120.-ON SALB 


| 
SAN FRANCISCO via Shoauliat Japan Ports & Honolulu. 
Shinyo Maru aes “eats Tuckday, 22nd Doc. 
Chichibu: Maru, s+.» Wodnosday, 6th Jan, 
SEATTLE, VANCOUVER vin Shanghai & Japan Ports. 
Hikawa Maru ... Monday, Mth Doc. Midnight. 
CONDON, MARSEILLES, ANI WEHP & ROTTERDAM via 
Singapoio, Penung, Colomho & Suez. 
Ilakono Maru Saturday, 12th Doe. 
Sawa Maru a. Friday, 25th Dee. 
SYDNEY & MELBOURNE vin + Manila & Ports, 
* Atsuta Muru Suturday, 
Kamo Maru. - ‘ Saturday, 
BOMBAY vio Singapore, Panang & Colonibo. 
Kaga Maru . Friday, L1th Dec. 
*Hankow Maru Monday, 21st Dec. 
*Tokiwa Maru . Sunday, 27th Dec 
SOUTH AMERICA (WEST COAST)’ vio Japan, Honolulu, 
Los Kerra exe & Panama. 


Hoiyo .. ‘Tuesday, 22nd Dee. 
NEW YORK, BOSTON via Penama, i 
“Tatsuno Maru -_ .. Monday. 4th Jan. 
LIVERPOOL vio Port Said, Constantinople, 
Gonoa & Marsoillos. 

“Dakar Maru ... ., « Sunday, 20th Doc, 
CALCUTTA via Singaporo, Penang & Rangoon. 

oppcutta f ay Peers Tuesday, 15th Dec. 
Tuesday, 29th Dec. 


26th Dee. 
23rd Jan 


; SHANGHAT a OBE. & YOKOHAMA. 
Hokoszaki Maru... 
Kamo Maru uneaaeet Direct) 
Torukuni-Maru ... |... 
*Oargo only. 

For furthor information apply to:—NIPPON YUSEN ‘KAISHA 
Tolophono 30291, {private oxchangos to all Dopts. 


Friday, Lith Doc. 
Fri, 18th Dac, 
Thursday, 24th Dec. 


INDO CHINA STEAM 
NAVIGATION CO., LtD. 


neem aad 


7] they 


ROAD-MAKING. 


PRACTICAL DEMONSTRATION 
FOR BRITISH FAIR. 


London, Dee. 9. 

In connexion with the heavy 
section of the British Industrics 
Fair at Birmingham next February, 
a practical demonstration In road- 
making will be given, and a new 
road sixty fect wide and over a 
quarter of a mile long will be 
constructed while the fair is in 
progress. 

The lateat devices in quarry und 
rond-making plant will be em- 
ployed.—Britiah Wireless. 


GEMS OF 'PEIL. 


‘(Continued from Page 3.) 


them out there, even if her errand 
were looking for Mr. Jupiter. It 
woul be too much like spying. 
People would seé, and what would 
think? She knew — what 
Cornelia would think, {f she bump- 
ed into them accidentally—that she 
was jealous, She wouldn’t give her 
the — satiafaction. No, — indeed! 
They could have the terrace all to 
themselves, 
se 

Swiftly she turned into © the 
flagyved corridor whieh ran wong 
the side uf the house to the con- 
servatory, and led into the back 
hall, She hadn't too much time. 
Betler make her arrangements first 
and tell the Jupiters 
She wag sy sure oof the 
standing that it) hard] 
necessary auvhew. Seoshe 
copted one of the maids - Bessie, 
the comeliest. and therefore assign 
ed to parlour daty-- and told her a 
man woth be eaming to the + 
deor presently, and to he sure to 
let himvin, J said, *Yos, Miss 
Mary,* and scurried on, She wns 

ving drinks out to the ehauf- 
feurs, who were clastered about te 
big car in the back driverwuy, talk- 
ine 

Mary smiled—she knew with 
ceruunty now where Mr. Jupiter 
wie, Te was sitting on: the run- 
ning-board of a limousine, sur- 
rounded by a group of “his boys 
Some of them louked as. if they 
would tike to break away and start 
Q crap-game, but were afraid to 
sUgaeoe at She could henr his 
voice droning on and on. He was 
having a good time, 

A biy, foreign-looking: limousine 
stopped a second under the portico, 
then shot arotnd the cireular drive 
and ont again, ato a high rath af 
epee The uniformed drivers all 
jooked up interestedly, ag it circled, 
then went on listening in respect- 
ful silence to the old man's werds. 

“Lorimer: Special body,” one 
remarked to another quictly, 

“Sunk said May Jupiter, prick- 
ing up his ears, Lorimors were his 
special antipathy. 

Mary turned ‘und went into the 
house, Mrs. Jupiter was not in the 
ballroom any longer; someone said 
she had complained that her fert 
hurt and had) gone upstairs . to 
change. Mra. Ruyther had jyrone 
home, 

Mary looked at her wrist-watch, 
aol hurried upstairs, Mrs. Jupiter's 
sittings room was at the head of the 
stairs, Manked by her bedroom and 
her husband's. Mary's room wat 
at the farther end of the hall. As 


‘she paused on the top step to catch 


her breath before turning back 
along the corridor, she heard sound 
issuing from Mrs. Jupiter’s-sitting- 
room.—an angry, snarling voice, a 
womnn’s loud scream, and then two 
shots in rapid succession. There 
was the thud of something heavy 
falling. Then silence. 

Mary stood frozen to the newel- 
nost, too terrified to move, 

“Eddie.” she cried to the closed 
duor, “Eddie, is that tyou?” 

(To be Continucd). 


SHIPBUILDERS, 

SHIP REPAIRERS, 
BOILER MAKERS, 
FORGE MASTERS, 
OXY-ACETYLENE AND 


te the Salandra Government 


OBITUARY. 


MAN WHO OPPOSED 
MUSSOLINI. 


Rome, Dee. 9. 

The denth has occurred of 
Signor Salandra who was Italian 
Primo Minister on the outbreak of 
the Great War.— Reuter. 

Antonio Salandra was born at 
Troin nonr Foggia, in 1863, and 
studied law, which he practised, 
later tuking up constitutional law 
and being appointed a_ professor 
ut the University of Rome. He 
entered polftics in 1884, and 
apecinlised in finance, becoming 
Under Sceretary for Finance and 
the Trensury. In the Inst two 
Cabineta of Sonnino 41906 and 
1909-10) he held the portfollo of 
Finaner. 

When in March 1914 the Glolitti 
Government . resigned, Salandra 
undertook the formation of a new 
Cabinet. At first, like hia pre- 
decessors, he adhered to the policy 
of the Triple Alliance. But when 
war broke out, he and his Foreign 
Minister, Di San Giuliano, agreed 
that Italy must maintain her 
neutral When, however, Di 
San Giuliano died and Sonnino 
succeeded him at the Foreign 
Office, preparations began for the 
entry of Italy into the war. 

Shortly before the final decision 
in May 1916, Salandra resigned in 
order to Teave Parlinment a free 
hand, but rt the request of the 
Chamber and of the King he re- 
mained in office and on May 24 

the declaration of war 

stria-Huayary. Salandra 

rolded taking: similar action 

agalnst Germany, and the Tatter 

contented herself with  bresking 
off diplomatic relations. 

In view of the stnall prose 
made at first by the Italian rare 
regs 
to totter in the spring of 1916, 
and resigned in June. being ‘fo! 
lowed by the Boselli Ministry in 
whirh Sonnino retained the port- 
folio of Foreign Affis Salandra 
then retired into the haeckground, 
from which he only emerged ¢ 
the ond of 1924 to join with 
two other Promiers, 
and Orlindo. {tempting to put 
up an opposition to 
After this he definitely faded out 
of the picture. 


BLOW. 


A SUDDEN 


EXPERIENCE OF 
VESSEL, 


When the Atlas Maru «teamed into 
Mort about 2 o'clock yesterday alter- 
noon, people on a parsing ferry 
noticed that she uppenred to have her 
railings and ‘superstructure | badly 
damnged, 

Inquiries were made at the office 
of the agents, the Osaka Shosen 
Kaisha, bq a reporter and an 
extraordinary story was revealed, 

It appenrs thnt the Atlns Maru, 
which was on her way to Hongkong 
from Europe via Singupore,. en- 
countered very bud weather, on the 
morning of December 7, and was 
batly buffetted by mountainous wrves; 
By the Captain of the veasel, Mr. K 
Ichibashi, the ngents awere informed 

hat about 6 a.m. on December 7 huge 
wnves rose suddenly, and the steamer 
wan tossed about for two or three 
hours, 

The Captu tin said that the sudden- 
waa of the rising took them complete. 
ly by surprise, for they had not anti- 
‘pated a typhvon. “The previous day 
they had received a wireless of a 
‘yphoon, but he, was sure it was not 
that one, 

Everything Insted only a couplé 
of hours, said the Captain, but in that 
lime considerable damage was done. 
Two Ufe-boats were swept from thelr 
davits, while railings ond superstruc- 
ture were damaged. The waver dash. 
ext against the cabins so violently thut 
the walls were damaged in places and 
water entered. Some cargo derricks 
also recelved damage. No casualtics, 
however, occurred, and no damage to 


S. 


SERVICES .CONTRACTUELS 


Muasolini.d’ 


A JAPANESE |B 


CONSIGNEES’ NOTICE.. 


DES 
MESSAGERIES MARITIMES. 


Tho Steamahip, 


“SPHINX” 
Arrived Hongkong on Wodnendny, 
the 9th December, 1031, 
From MARSEILLES &c. 

Consignecs of Cargo by the above 
named stenmer are hereby informed 
that their goods with the exception 
of Opium, Treasure and Valuables 
are being landed and placed at their 
risk in the Godowns of the Hongkong 
Kowloon ‘Wharf and Godown Co. Ltd., 
Kowloon, whence delivery can be 
obtained us the goods are Innded.— 

Goods not cleared within 7 days 
Including date.of arrival, will be 
subject to rent. 

All claims must be sent to the 
undersigned before the Friday, the 
18th December, 1031, or they will not 
be recagnized.— 

Damaged packoges must bo left In 
the Godowns for examination by: the 
consignecs, ad the Company's Sur- 
veyor Messrs:—Goddard nnd Douglas 
at 10.00 om. on Tucsdny, the 15th 
December, 1931, consigness must have 
n Revenue Officer In attendance when 
damaged dutiable goods are examined 
by the Company's Surveyors. 

No clnlma will bo admitted after 
the goods have left the Godowns. 

No Fire Insurance will be effected 
by 1s in any case whatever. 

R. OHL, 
Agent. 
Hongkong, 9th December, 1931. 


Sole Agent 


MITSUI 
BUSSAN 
- KAISHA 
LTD. 
HONGKORE 


NX 


Kae PCO samw 


cargo was sustained. 
snilors, received injuries, but none was 
seriously hurt. The Captain describ- 
ed tho experience os extraordinary. 

The Atins Maru is a atecl screw 
veasel with a registered net tonnage 
of 7,447 tons, She “Wwas built in 1920 
bythe Mitsubish! Zosen Kaisha, Ltd. 
of Nagasaki, for her owners the 
Osuka Shosen Kaisha. Her measure- 
ments ‘are: Length 420 ft. breadth 
Gu ft. and depth 38.5 ft Sho ls a 
cargo vease! and carrica no pas- 
mumncerss but her crow numbers about 
sixty. 


& 


—DRY DOCK— 


Empr. of Russia 


Empr of Japan 
Empr. 
Empr. 
Empr. 
Empr. 
Ewmpr. 
Empr. 
Empr. 
Empr. 
Ewpr. 
Empr. 
Empr, 


Some of the|- 


: Pres. Hayes Sun., Dec. 27, 8.0.m. 


SATURDAY, “Z P.M. 
12th DECEMBER 


sailing for 


MANILA 


one of the 


—~«iBIG 4. 
“EMPRESS OF RUSSIA” 


Mz DAYS FROM CHINA AND & DAYS FROM JAPAN 
TO OANADA AND U.8.A, 


Bong Kong Shanghai Negarail Kobe 
, keave Leave  \Leare Leave 


Dec. 22 
1032 


Feb. 0 
Mor, 8 
Mor. 20 


Yokohama Monotulu Yanoourtr 
Loare Leare . arrive 


26 . 4 


of Asin 
of Canada 
of Russia 
of Japan 
of Anin 
of Qanadn 
of Ruasin 5 Apr. 26 5 

of Japan N y 14 
of Avin . May 24 
of Canada 
of Ruasia 


Rann 


Mar, 30 


BoB 


Apr. 22 


May 20 
Mey 2y Juno 4 
Junc IL June 7 
June 26 . 


Junol0 
June 22 


June 17 Suny 20 ‘June 21 duly 4 


HOLIDAY SUGGESTION 
EMPRESS OF JAPAN 


Leaves Hong Kong 
Arrive Manila 
Leave Manila 
Arrive: Hong Kong 


SPRCIAL 


December 206 
December 28. 
December 28 
December 30 

PARES, 


ROUND TRIP 


For farther inforumtion plenre apply ta: 
Canadian Pacific 
THE WORLO'S GREATEST TRAVEL SYSTEM. 
Lelophaness Pacsenger 20782. Freight y200a - 


SPECIAL 
Round Trip Fares 
to 
EUROPE. 


WEEKLY TRANS-PACIFIC SERVICE 
To San Francisco, Los To Seattle & 
Angeles & New York Victoria 


-via--Panama - 
Fortnightly eadinge on Tuesstays. Fortnightly saillugs or bundays, 
Pros. Wilson Dec. 22 Pros. Madfson... Dec. 12, 8a.w. 
Pros. Hoover . Janu. S Pres. Cleveland ... Dec. 27 
Pres. Jackson ... «. «. dan. 19 Pres, Taft. 1... oe Jan. 10: 
£79, £112, £120 Special through to rates Europo vin 

nited States. Direct connectiona 
with all Atlantic Jinos, Ohoico of rail lines across Unitod Btates 
and Canada, liboral stop-over privileges for night-seoing, 


ROUND TRIP FARE TO BUROPE, 
From HUNGKONG - NAPLES - sete 
” " » MARSEILLES ow 
a " , LONDON web 4s 
Foll partionlars upon application. 


Round-the-World 


Fortnightly sallings on Bundaye vie Manila, Straits, Colombo, Sues Cenal, 
Alexandra, Naples, Genom, Marecilies, Now York end Boston, 


Pros, Harrison 8., Doc. 13, 8 o.m. Pres. Monroe fun., Jan, 24, § a.m. 
Prea. Y. Buren Bun., Feb. 7, 6 a.m. 
Bun., Jan. 10, 8 a.m Pres. Garfield Sun., Keb. 21, Bam. 


To Manila 
Dee. 13, 8 n.m. Pres, Hayes 
Pros, Wilson Dec. 15, 6 p.m. Pres. Hoover . Dec, 20,6 p.m. 
Pros. Glevoland.. Dec. 10,6p.m. Pres. Taft... .. Jon. 2,6 p.m. * 


CANTON BRANCH — No.4 Shakeo Stroot. 
DOLLAR STEAMSHIP LINES. 
AMERICAN MAIL LINE 


2152.5.0d. 
£161.0.0d, 
£160,15.0d. 


Pros. Plorce 


Pros. Harrigon ... Dec. 27, B a.m. 


SERVICE OF FAST MOTOR VESSELS 


‘wlth Limited. but srceptlonally good, passenger atcommodation), 


. TF. 


XS «<> 


oo 


SAILINGS SUBJECT TO ALTERATION. 
Bostination. : Sailings: 


\O TSINGTAU vis SWATUW Sun. 13th Doc at 
"8 SHANGHAT Wod, 16th Dac at 
: Sun. 20th Deo at 

Wod, 23rd Doo at 


Fri. 11th Doo at 
Wod. 16th Deo at 
Thurs, 7th Jan at 


Sntur. 19th Doo at - 
Satur, 2nd Jan at 


Tuos. 19th Jan at 


ELECTRIC WELDERS, 
MECHANICAL AND 
ELECTRICAL 


Homowards to: 
a Ports Said, Gonoa, Algiors, ‘Oran, Rottordam’(Amsterdam), 
Hamburg, ‘Oslo, Gothonburg and othor Scandinavian Porta, - 


Length 787 Feet 
Length on Blocks 760 Feet. 


Depth on Centre of 
SEI(HLW.O.S.T.) 34 fL. 6 Ins. 
M.V. “PEIPING" 


& 
—THREE SLIPWAYS— 
TE eC TER Outwards ta: 


Ka | 
Le $*, Ey. Capable of Handing Ships upt =| |- 


cS, fe 4,000 Tons Gisplacement, . 
Ss - 


Steamors 


Tam, 
Tam, 
Tam. 
Tom 


Kwoaisang 
Hopsang 
Sandvikon 
Norvikon  - 


vio 
Manila and Straits Sottlomonte. 
Sailing abouts 


27th .- Dec. 
27th = ‘Son; 


M.V. “TAMARA” 


bee 
tee 


_ 


"0 SINGAPORE PENANG 
& CALCUTTA 


Kutsang 
Hosang 
Kumaang 


4 p.m. 
3pm. 
3 p.m. - 
Tam, 
7am, 


Tam. 


SHANGHAI, ‘AND JAPAN PORTS. 
Bailing ‘about ° 


18th _ Dac.. 
18th Jan. 


ae Clase 


TO OSAWA via AHOY, 
MOJI & KOBE 


_ TO OSAHA vis AMDY & KOBE 


Kumeang 
Suisang 


. MY, “PEIPING". aes 
Kutsang 


' MV. “FORMOSA” ... oe 


Passongor Ratos : Olass* 
Hongkong to Gonoa 2y £57 
: sore to ie sok ‘ “as 


mms SWEDISH E EAST ase 0, ‘in. 
 GILMAN'&: 00. 


Hongkong. 


. Eleotrie Crano at Sea Wall, Capabte ot 


Lifting 100 Tons at 70 Feet Radius. 
TO SAWDAKAR Yuanng Sun, 13th Deo at : - : 


TO TIBNTSIN vin SWATOW, Choongshing - Wod. 16th: Doo at 
SHANGHAI @ CHEFOO © “Chipshing = Thurs. 24th Doc at 


_ For froight or passago apply tes— ‘ 
> - SARDINE, MATHESON & 0O., LTD, 
_Atalephone SOS. ek 


noon. 


Tam, 
7 ain, 


Tek Mdreons—~ uaxoobecn ” ean 
Telephone He. 20201, 
Call Flagi “0° rer “ AM8. PEOMURT,! 


_ BUTTERFIELD & SWIRE: 
oe 4% ‘ - A A A ti : i By 
RORGKONG, CHINA s, IAPR, 


_..General, Monagers. 


et 


Millions of tons ivicrease | 


in SHIPMENTS! 


WHEN the shipments passing _ 
through a port increase mil- 
lions of tons per year, you can 
be certain that such a port 
offers unique advantages to 
shippers. Such is the story of 
the Port of Seattle:..(anincrease 
of from 5,496,000 to nearly 
10,000,000 tons per year in ten 
years, from 1919 to 1930). 


‘Each year the increase is more. 
gratifying...cach year more shippers 
learn to profit by Seattle's unique 
advantages... chief among which is 
that Seattle is closer to the Orient 
than any other American port. You 
save days when your merchandise 
is routed via SEATTLE. 

Departures and arrivals aver- 
age fifteen each way every 
month, Six transcontinental 
railroads to further speed your 
merchandise. 


For full particulara write 
Trafflo Dapartmont 


COMING TO THE CENTRAL SHORTLY! 


A BEAUTIFUL WOMAN 
A GREAT MANe _... 


She wrecked her lifo toy 
build a careor for him: 


TRENCH MAIL STEAMEES. 
Sailings from Hongkong. 


To MARSEILLES via Saigon, To YOKOHAMA via Shanghai 
Singapore, Colombo, Djibouti & Kobe. 


PORTHOS... «+ 23rd 
CHENONOEAUX Sth 
ATHOS I)... » 20th 
D'ARTAQNA » Ord 
ANDRE LEBON ... | 17th 
VELIX ROUSSEL... 2nd 
G. METAINGER..,  16:h 
SPHINX 29th 


22nd Dee, 
oth Jan, 
219th Jan 
2nd Feb. 
- Lith yb. 
Int Mar. 
15th Mar. 
29th Mar. 


Dee 
Jan 
Jan 
Feb 
Feb 


Mar. 


G, METZINGER... 
SPHINX 
PORTHOS, 
CHENGNG 

Arilos IL... 
{ARTAGNAN : 
ANDRE LEBON... Mar 
FELIX ROUSSEL Mar. 


Win can issue through tickets to Keypt, Syrian ports, 
Mast Africa, Madagascar by transhipment on our mail 
atcamern at Port-Baid or Djibouti. 


COMMERCIAL. LIP: 


For DUNKIRK via Haiphong, Oran ‘Le Havre: 8/8 “YANG 
TSE” begining of January 1932, 


For it Usrtisulara, apply tor 
Wie dex NEAGAtERIRS MABITINALS 


Tolophones: 26651, 3, Queen's Bullding. 


GLEN LINE. 


WARE HONGKONG TO LONDON. 
lst Juno/30 Novombor oi. 0-1 ae ene 
1st Deocetnbor/ 31st May _ toe 

TO LONDON, ROTTERDAM & HAMBURG via STRAIIS & 

Motor Vussel “QLENBEG" ae oo 23rd Doe.’ 
To SHANGHAI, KOBE, YOKOHAMA & VLADIVOSTOCK. — 

Motor Vosnol "GLENGARRY"... 20th Doc. 


Steamship “GLENSHANE” ws gee wt 4th Jan, 
Motor Vusaol “GLENAMOY"... ... o. . vee 18th. Jon. 


Yor froight, pansage and furthor partioulars, apply to} 
JARDINE, MATHESON & CO., LTD. 
AGENTS: THE GLEN LINE, LTD. 


£65,12,0d, 
£82,0.0. 


COLOMBO. 


veo tee 


For the Best 
‘LOCAL VIEW 
and : : 
PORTRAIT PHOTOGRAPHS 
a Go To _ ; 
MEE CHEUNG 


Btadlo, Ico House Bt. Branch 7, Beacons Ardacfiold 


TELEGRAPH THURSDAY, DECEMBER 10, 1991. 


ROTARY CLUB DINNER. 


(Continued from Page 2.) 


grounds on Home of the yacnnt 
spaces of the city. We have done 
something towards the provision 
of more street ambulances. Aa we 
grow older, wo shall- doubtless see 
the aocini needa of the Colony 
more clearly, and’ be able to ap- 
Preclate more fully the valuable 
‘BerVices “which the various socie- 
ties and institutions which are 
working in the soetnt field are 
striving to accomplish, and’ how 
and where we can best come in, 

For the Rotary Club is. nat go. 
ing to “butt in” on work which fs 
boing handled by others: on the 
contrary we haye tried and we 
shall continue to try to help these 
workers, by giving them an oppor- 
tunity of coming and talking to us 
about their anima and their dif- 
ficulties. 

At the opening of this year the 
South Chinn Morning Past pub- 
lished # lending article on the 
local League of Nations Soctety. 
Quoting from The Rock the Post 
endorsed the suggestion made hy 
that monthly periodicnl that “the, 
collection through lectures or 
papers of information on the social 
problems of the Colony would be 
of inestimable value.” 

We Rotarians agree. Some 
Rotary Clubs publish a Social Sur. 

ys We have no such ambitious 
scheme in view, nor would we ever 
embark an any such survey with: 
out firat seeing what the Tong 
kong League of Nations Society 
and other badies were contemplat 
ingg in this dirertion, But 1 de 
supgesl that anyone who undertoo), 
such a survey might do worse than 
look up some oof the admirable 
press reports of xome oof the 
oddresses to whieh we have Jis- 
teneil And of take this oppor. 
tunity of Chankinge all those whe 
have been youd enough to came 
and talk to the Rotary Club, 

Elation and Depression, 

Ladies and Gentlemen, [stand 
before you as the first President 
of the Rotary Club of Hongrkony 
When one ia trying te do some. 
thing new. there are times when 
one feels elated, antl times when 
depression hants one Hice a black 
dloy, : 

A Uittle time age Powas feelinie 
rather pleased about Che Rotary 
Club: then there came from the 
recording angels in Chivago a set 
of questions askingg what the 
President wos doing. This was 
a totally unexpected anticipation 
of the day of judgment. [am now 
convinced that Tam the worst Pre. 
sident who has ever disgraced n 
Rotary Presidential Chair. But 
Toam ati not) only inecurably 
optimistic ng to the future of the 
Club, but also glad that 1 took up 
the office. e 

Glad, for T have been splendidly 
served. and in the exaetion of this 

eb have realized as 1 would 
never have realized otherwise, how 
abundant is the Hongkong com- 
nuunits’s capacity for willing sacri- 
fice, if only one knows where to 
look for it and how to handle it 
when found. 

It would not be in the spirit of 
the organization to which this 
elib belongs to cite names, but | 
can tell you that it has been no 
sinecure fo be a Secretary or Trea-’ 
surer to the Club, and that the 
Chairman of the Programme Com. 
mittee has not only to be very 
wide awake, but also to keep mov- 
ing. The Club Service Committec 
has organized: this dinner: that 
took some doing, 

Gratitude. 

To all those who have 

themselves and their time 


given 
U ten- 


der not only on behalf of myaelf 
but nlso‘of tho Club tho tribute of 
a Insting gratitude. In the direc. 
tion and control of.the Club's 
netivities, I have made many new 
friendships, which ati “abide, 
That is my reward. I could say 
much more, but “silence is the 
gratitude of truc affection.” 

Tam glad then, to have had this 
grent opportunity, although there 
are many who would have made 
much -better use of it; and I am 
happy about the future of the 
Rotary Club. Personally, I enjoy 
the weekly luncheon ~ meetinge 
of the Club, nnd leck. for. 
ward to them. IT shall enjoy 
them all the more when I can sil 
where (like and am no longer com- 
pelled to occupy the preaidentia' 
chair. The Directors ant I have 
tried to make the members gen. 
erally, and the viaitorsa to the Club 
whether Rotarians or not, enjoy 
these weekly meetings, and I hop: 
and believe that we have to sony 
small extent: succeeded, That 1 
regard as basic. We believe that 
‘here is still far too much super 
Mucus heart-burning and unneces 
sary mutual suspicion in’ th! 
Colony, and that this is due to the 
fact that the communtty ts aplit 
ap into far loo many cliques an?’ 
mutual ndmiration societies, We 
want to try and break down sony 
of theae harriers, which are by no 
means all international, 


Hongkong no Mean City. 

As more oor less permanem 
dwellers in) Hongkong we are 
citizens of no mean city. We feel 
that Hongkong is a Jittle bit) tor 
fond of deprevintiny itaetf and of 
taking too seriously, for example 
eriticism: which compares us un 
favourably with other places 
We want to encourage in every 
‘weller in Hongkong an affec 
tionate pride in the Colony which 
is his home, 

Our meetings afford an oun 
onralleled opportunity of  wel- 
roming many who would otherwis: 
nags unnoticed through our midst 
Asia Rotarian travels nbout the 
world if is his duty to attend the 
neetings of the various Rotary 
Clubs accessible to him. and we 
Rota is of Hongkong are going 
toosee to it that) the world he 
comes better instructed than it is 
now as tu what Hongkong, as a 
tritish outpost in China, stands 
for, 

Nis Execilency'n Speech. 

ellency, in reply, said :-— 

‘liam +Hornell, Ladies and 
Gentlemen: 1 feel that I ought to be 
stauting before you to-night in the 
while sheet of a repentant sinner, 
fos | have to admit that, when Mr. 
Davidson. with whom T Yad hat 
some association in the matter of 
Rotary in Malaya, cume to see nic 
a little over a year ago regarding 
the establishment of a Rotary 
club in Hongkong, | ventured to 
express a doubt ax to whether he 
would make a sereat success of it. 

It is hardly necessary for me to 
say that such doubt has proved 
entirely unjustified, I cannot bu‘ 
fecl, therefo.e, that coals of fir 
were heaped on my head when the 
Club invited me tobe their first 
honorary member, an honour 


which I greatly appreciated, 


On my own ‘behalf, [ may say 
that, in spite of my doubts, I gave 
Mr. Davidson personal — letters 
addressed. to certain people of my 
own selection, who I thought 
would be ready and able to help 
him. My, selections were an en- 
tire success, and were I as fortu- 
nate in selections at Happy Valley 
xaces, I should soon become x rich 
mant 

T need hardly say that one selec- 
tien was Sir William Hornell, who 
subsequently became 


and who has contributed xo much 
to the succes achieved by the 
Club. Tf heartily congratulate him 
and the Club on that succesn, 
which has surpnased even the ex. 
pectations of that bern optimist, 
Jim Davidson. , 

My douths were, perhaps, to 
some extent, due to tho'fact that. 
{envisazet the Club us aiming 
largely at being an international 
ne, und T understood that various 
clubs hal been started jn tho 
Solany with that aim and had met 
with only varying aueeeas. So far 
wT can gather, the international 
dea, as was perhaps to be ex- 
seeted at firat, has uot as yet gone 
‘ery far in thia Club. Although 
che general principles of Rotary 
ire common to all, the various 
totary clubs muat, to some extent, 
seep their own Individuality.” 

Hongkong Club's Success. 

The original idea of Rotnry was, 
Understand, to bring business and 
drofessional men in various pro- 
‘eaxions and occupations together, 


sith o view to a better understand-4 


ng of one another's intereata and 
lificulties. This iden haa been 
rery Successfully carried out here, 

Al the same time, you have had 
sisiturs from other places, who 
aave become acquainted with you 
ind your views and have, them- 
selvea, brought opinions and views 
f their own, leading. doubtless, 
o wibetter appreciation of one an- 
ather by personal contact. 

This, indeed, is one of the most 
Inportant points of Rotary, and 
here is no doubt that by learning 
0 look at affairs from each others’ 
slewpoint, we help te avoid) mis- 
iInderatandings, and contribute te 
Woxress “townrds that youl at 
vhich we all aim--international 
deace and prosperity. 

1 have seen it atated that the 
wealthy gcrowth of the Rotary 
Movement has helped to establish 
nore firmly the custom of feodinge 
oxether, and then listening: to more 
or less coherent speerhes. Well, 
{can honestly say that. having 
road in the Press most of the 
iddresses made at this Club, 1 
mve one doubt ux to their 
coherency. and E congratulate its 
Mlirers on having succeeded in 
abtaining such a remarkable list 
of speakers and addresses. 


Children’s Playgrounds, 

fam not presumptuous enough 
to attempt to say anything: more 
thout Rotary. because J am quite 
sure that you all know more about 
‘t than Todo. Its” principle of 
‘Service not self’ is a high one, 
and I congratulate this club on ita 
carrying out the principle of “ser- 
vice” in contributing to the estub- 
lishment of children's playgrounds 
in this Colony. It was a most ad- 
mirable thought, and has, I feel 
sure, been greatly appreciated. 

Qn behalf of my fellow guests 
and myself, I sincerely thank the 
Club for its hospitality to us to- 
night. 

Charter Presented. 

IT have now very much pleasure 
‘n presenting the Charter, and in 
loing ‘80 to propose the health of 
che Rotary Club of Mongkong, in 
he firm belicf that the great aye- 
cess aehieved in its first year will 
continue. 

During dinner vocal items were 
contributed by Mrs, A. M. Bowes- 
Smith, accompanied on the piano 
by -her husband, and Mr. Maurice 
Barton. 

after dinner those present ad- 
journed to the new Grill Room on 
the first floor, half of which was 
reserved for the Rotary Club and 
their ‘guests. Many’ took advant- 
age of the delightful dance floor, 
while others obtained tables where 
they spent the remaining hour of a 


President, ' very pleasant evening. 


lelesracae 


_ UMANIELSTU, 


i ; : 


approved f 


TSS. 


In No. 1-Dock. Ship Dimenslons: 


Taz Honexone & WHampoa Dock Co., LD. 


Head Office and Worke: 


i sisi OWLOON, HONGKONG. 


BUCK OWNERS, SHIP DESIGNERS AND BUILDERS, MARINE AND LAND 
ENGINEERS, BOILER MAKERS, STEEL, {RON AND BRASS FOUNDERS. 
FORGE MASTERS, WELDERS AND ELECTRICAL ENGINEERS, 


oS SNS. eK 
aa EET 
y's, ~ 


26.000 tony Gross. 


Telephones: 
HONG KOM) OFFICR 22920 
KOWLOGH DOCK 28y55, 


“BMPRESS OF JAPAN." 


—666'0" 0. A. < 83°0” xX 48°6” Bild, 


f{ No. 1 Dock arc 700'0” x 88'0" x 30°6” Over sill, H.W. 0.8,T. 
Salvage Tee “Henry Kewick” 2,000. LHP. Wireless Coll Signal V.P.B.T. and Flag 
Call Signal. T.H.Q.B. Sheerlegs capable of Hfting 80 tons, Codes Used: Al, ABC. 
Fifth Edition: Engineering, Firat and Sccond Edition. Western Union. Bentley and 


Watkina. 


Kindly send enquiries to the Chief Manager, 


_R. M. DYER, Bsc. 


— SS 


~ 


M.LN.A., Kowloon Docks, Hongkong... 


WILHELMSEN — 
LINE. 


TRANS-PACIFIC AND ATLANTIC COAST SERVICE: 
; via PANAMA. : 


Next Salling 


“TAI PING" 


on 
DECEMBER (17th 
for 


SHANGHAI, KOBE, YOKOHAMA, 
SAN FRANCISCO, LOS ANGELES, 
NEW YORK & BOSTON. 


BARBER 


M.V. 


For Passenger and Freight information please apply ™ 


DODWELL & CO., LTD. 


Queen's Buildings. Agonta, Telophone 28021. 


‘P_& 0, BRITISH-INDIA, APCAR AND 
EASTERN. & AUSTRALIAN LINES. 


incorporated in ENGLAND) an 
Taking Cargo on through Bills ef Ladimg (or Btraits, Java ang ‘4 
Burma, Ceylon, India, Persian Gulf, Mauritixe, B & 8. Africn, 
Australasia, including, New Zealand & Queensland Porta, 
Red Ben Egypt, Constantinople, Greece, Lavantine Poxtg, 
Kurepe Bic, 
PENINSULAR & ORIENTAL FORTNIGHTLY DIRECT ROYAR 
MAIL STEAMERS. 
(UNDEB CONTRACT WITH H.M. GUVZERNMENT.) 


oo og From; Hong- 
Ss. 8. kong about) Dostination 


| 15,000 | 19th Doo. noon. | Marsoilles & London 
| 6,800 [ 25th Dec-M'los, Havre, L'don, H'bura, 
2 Rottordam Antworp & Hal) 


tCorru 
SOMALI 


1932 
| 17,000 | 2nd Jan. | Bombay, M'los & L’don 
} 6,700 | 4th Jan. | Straits, Colombo & B'bay 
| 9,000 | 16th Jan. | M'les, L'don, R'dm & A* wer, 
| 15,000 | 30th Jan. | Bombay, M’les & L'don 
+KASHMIR | 9,000 | 13th Feb. | M'les, L'don,’R'dm & A*werp | 
Na LDERA | 16,000'| 27th Fob. | Bombay, M'los & Lidon 


*Cargd only, !Calls Casa Blanca. {Calls Djibouti, 


Freqnent connections from Port Said for Passengers aad Oargy i 
Constantinople Pireaus Bmyroa and other Levant Porta by Steasset © 
ot the Khedivial Mail 8.8. Co, 2 


BRITISH INDIA-APCAR SAILINGS 
SIRDHANA | 8,000] 14 Dec. d p.m. | S'poro, Penang & Caloutte - 


TILAWA [10,000 | 24th Dec. S'pore, Ponang & Oalcutts 


B. 1. Apcar Line steamers bave excellent accommodation fox DE ‘ 
__and 2nd clzsa_parsengers. : 


EASTERN &.AUSTRALTAN SAILINGS South)... 


NANKIN 7,000 | 2nd Jan. 1932, { Manila, Rabaul, 


RaWALPINDI 
MIHZAPORE 
tKARMALA 
CHITRAL 


NELLORE 7,000 30th Jan. Brisbano, Byduey 
TsNDA 7,000 4th Mar,. and MolLourns | 


Regular Monthly BSallings from Hongkong to Shaugha! and Japa? 


avd Hongkong to Australia, ‘ 5 

‘ oe Hong-Kong to Sydney~—-19 one: : 
Frequont conuecHonsa from Australia with following! ; 
: The Union 8.8. Co.'s Steamera to the United Kingdow yta Ws ° 
. tealand, Vancouver, San Francisco, ete., : 

The P. & O. Royal Mail Steamers to Loxdon and : 

The Pp, & O. Branch Service of Steamera to. London via Buea. 

The New Zealand’ Shipping Co.'s Steamers for Southampton afm - 


Tendon via Panama Canal. iis 


SAILINGS TO SHANGHAI & JAPAN 


| 8,000 ] 18th Deo. bay ae Shai, Moff, Kobo. 
: rake 
| 9,000 } 19th Doc. | S*hai, Moji, Kobo & Yoko 
: ' & Yoko 
1982 
Ist Jan. 


| S'hai, Koko & Yoko ‘ 
Ist Jan. | Amoy, Moji, Kobo & Osaka 
4th Jan. | S'hai, Moji, Kobo, Osaka 
& Yoko 
10th Jan. 


9,100 Sai, Kobo & Yoko 
7,000 | 15th Jan. | Amoy, Moji, Kobe & Osaka 
9,000 | 15th Jan. |-S’hai, Moiji,.Kobo.& Yoko 
{SOUDAN | 6,800 | 26th Jan. | S'hai, Kobo & Yoko 
NALDERA | 16,000 | 29th.Jan. | S*hai, Kobo & Yoko 


{Cargo only, *Calls Nagoya. 


All dates are approzimure and aubject to alteration without notice 
. _ Paroola Measuring not moro than 5 o.ft. will be - ‘ 
received at the Co's Office up to noon on tho day proviousto sailing 


Ratos, Handbooks, Ffoights, oto., apply to 
Tor Passes WACKINNON, MACKENZIE’ & Go, 


P. & O. Bldg., Connanght Rd.. 0., Agents, 


TRAVEL A.-O. LINE 


» 
jf » Is.}, da i 
fo AUSTRALIA. be a frag oe @. 7 Maliouraas nae towneellle 
Bamish Steamers: CHANGTE - TAIPING (ounvens) 


FPASTIST snd. MOST UP-TO-DATE STEAMONS IN THE SERVICE. ‘ 
ELECTRIC LAUNDRY, BARDER SHOP, SURGEON and STEWARDESS CARRIO 


SANTHIA 


KARMALA 


5,000. 


CHITRAL [1 
| 40,000 


“TALMA 0 
NELLORE 7,000 | 
{KALYAN | 
TAKSDA | 
_ KASHMIR I 


Beiav Your Short Leave tt Austratia and New Zealand, Hong Kong, Sydmy——19 Daym ] 


FIRST CLASS FARE TO SYDNEY, £76 RETURN 
» LONDON (vin Australle) from s194/18/0 - 7 


CAustralian Newspapers on file) | ; 


"tec, Mth 
dan, 18th 
Feb, 20th 
Mar. 18th 


Uce. J1et 
i. ind 
Web. Zard ¢ 
pint, Yat 


AUBTRALIAN-~ORIENTAL LINE, LIMBTRBD 
bos OUTITERFIDLD &@ BWIRE, Agenta—10NG KONG—SHANGHAS ae eo 


’ Have vio Australia Tours, “Changte” 16th February. ~'~ ° 
Opening of the Sydney Harbour Bridge and Festivities, — io 
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